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TECHNICAL  DRUG  STUDIES. 


EXAMINATION  OF  HYDROGEN  DIOXID  SOLUTIONS. 

By  L.  F.  Kebler,  L.  E.  Warren,  and  E.  A.  Ruddiman. 
HISTORICAL  NOTE. 

Hydrogen  peroxid  was  discovered  by  P.  Thenard  in  1818  by  the 
action  of  dilute  acids  on  barium  peroxid  in  the  presence  of  water. 
It  occurs  in  minute  quantities  in  the  atmosphere  and  is  formed  by  the 
oxidation  of  many  substances  in  the  presence  of  water,  for  example, 
phosphorus,  zinc,  cadmium,  tin,  bismuth,  copper,  turpentine,  and 
certain  essential  oils.  It  is  also  generated  in  appreciable  quantities 
in  the  metabolic  processes  of  chlorophyll-bearing  plants.  Hydrogen 
peroxid  was  considered  a  chemical  curiosity  for  many  years  after  its 
discovery,  but  was  finally  introduced  as  a  medicinal  agent  by  B.  W. 
Kichardson  in  1856.  It  was  believed  for  a  long  time  by  some  to  be  a 
specific  in  the  treatment  of  diphtheria,  but  this  is  now  known  to  be  a 
fallacy.  Hydrogen  dioxid  is,  however,  known  to  be  a  most  valuable 
germicide  and  antiseptic  and  is  probably  used  more  generally  by  the 
public  and  the  several  professions  handling  medicinal  agents  than 
any  other  single  germicide.  Numerous  investigations  have  been 
made  to  devise  methods  that  would  yield  a  suitable  product  without 
the  use  of  preservatives,  but  the  results  have  not  been  entirely  satis- 
factory. The  experiments  undertaken  to  find  a  preservative  which 
would  minimize  the  rate  of  deterioration  were  apparently  more 
successful. 

Numerous  reports  have  been  made  on  the  quality  and  stability 
of  the  various  brands  on  the  market.  The  results  obtained  often 
were  not  very  favorable,  to  the  regret  not  only  of  the  manufacturers 
but  the  members  of  the  medical  profession  as  well.  Some  of  the 
early  unfavorable  results  may,  however,  have  been  due  to  the  use  of 
new  and  untried  analytical  methods.  In  1884  Carpenter  and  Nichol- 
son <^  carefully  studied  the  action  occurring  between  hydrogen  per- 
oxid and  potassium  permanganate  in  the  presence  of  sulphuric  acid. 
The  samples  examined  by  these  two  workers  were  represented  as 
containing  from  10  to  20  volumes  of  hydrogen  peroxid.  The  exact 
amounts  of  hydrogen  peroxid  present  in  the  various  samples  examined 

oAnalyst,  1884,  9:36. 
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were  not  calculated,  but  it  is  plainly  evident  from  the  data  obtained 
that  there  was  a  great  difference  between  the  amount  of  hydrogen 
peroxid  claimed  and  the  amount  actuaUy  present. 

Leffmann  and  Beam  °  in  1892  published  the  results  of  an  examina- 
tion of  original  packages  of  a  number  of  brands  and  their  report 
reflected  credit  on  the  material  then  on  the  market.  The  acidity 
of  50  per  cent  of  the  samples,  however,  was  excessive.  The  number 
of  volumes  varied  from  9.02  to  15.6.  It  appears  that  the  potassium 
permanganate  method  at  the  time  this  investigation  was  made  was 
fairly  well  established,  as  is  indicated  by  the  following  statement  made 
by  Leffmann  and  Beam:  ^'The  proportion  of  hydrogen  dioxid  is 
expressed,  as  is  customary,  in  volumes  of  oxygen  determined  by  the 
standard  method  with  potassium  permanganate."  Two  years  later 
Leffmann^  examined  21  original  packages,  in  which  the  amount  of 
available  oxygen  varied  from  1.1  to  11.1  volumes.  After  making  the 
first  determination  of  available  oxygen,  the  packages  were  set  aside 
for  several  weeks  at  a  temperature  of  20°  C,  and  then  reexamined, 
the  results  showing  that  but  little  change  had  taken  place.  In  a 
number  of  cases  the  amount  of  available  oxygen  had  increased, 
which  is  not  an  uncommon  observation,  and  is  due  to  the  fact  that 
the  water  is  more  volatile  than  the  hydrogen  peroxid.  In  1S95  ^ 
Leffmann  reported  on  the  quality  of  hydrogen  peroxid  used  in  fiUing 
prescriptions  and  as  supplied  to  the  dental  profession.  Prescrip- 
tions calling  for  1  ounce  were  filled  by  druggists  in  various  sections 
of  the  city  and  samples  were  also  obtained  from  several  dental-supply 
offices.  Leffmann  notes  particularly  the  inferior  character  of  the 
goods  supplied  to  the  dental  profession. 

The  most  comprehensive  examination  of  hydrogen  peroxid  made 
hitherto  was  reported  by  Smith  and  Oerte  ^  in  1892,  including 
50  samples,  representing  aU  of  the  available  brands  at  that  time  on 
the  market.  One-ounce  samples  in  glass-stoppered  bottles  were 
purchased  in  Xew  York  City,  and  in  Xew  Haven,  Hartford,  and 
Bridgeport,  Conn.  The  first  examination  was  made  within  24  hours 
after  the  sample  was  piu-chased,  and  the  amount  of  available  oxygen 
found  varied  from  none  to  8.86  volumes.  These  investigators  made 
the  following  observations  on  their  findings: 

Re^-iewmg  the  results,  it  is  seen  that  56  per  cent  of  the  samples  contained  from  2  to 
2.5  grams  of  the  dioxid  in  100  cc,  or  this  percentage  yielded  from  7  to  9  volumes  of 
oxygen.  Solutions  of  this  strength,  therefore,  may  be  taken  as  representing  the  better 
class  of  preparations  with  which  we  have  gained  our  therapeutic  knowledge.  That 
8  per  cent  of  the  samples  contained  no  hydrogen  dioxid,  and  that  36  per  cent  more 
must  be  regarded  as  deficient,  inasmuch  as  they  contained  less  than  2  per  cent  of 
hydrogen  dioxid,  shows  xer\-  clearly  that  more  care  is  needed  in  dispensing  this  agent. 

c  Medical  News,  1892,  60:  -iOi.  c  intern.  Dental  J.,  1S95, 16: 7S. 

6  Medical  News,  1S94.  64: 2SS.  d  Xew  York  Med.  J.,  1S92,  56: 147. 
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Tests  were  also  made  for  boric  acid,  an  agent  which  at  one  time 
was  largely  exploited  as  an  ideal  preservative  for  hydrogen  peroxid. 

Dr.  E.  R.  Squibb,*^  in  1892,  made  an  examination  of  nine  samples 
of  prominent  brands  then  on  the  market.  All  bore  labels  claiming 
15  volumes  strength.  The  findings,  however,  show  that  the  actual 
amount  of  hydrogen  peroxid  varied  from  one-half  to  two-thirds  of  that 
claimed. 

The  same  year  Dr.  S.  S.  Wallian  ^  published  observations  on  nine 
brands,  determining  the  amount  of  available  oxygen  at  intervals. 
For  example,  the  samples  were  examined  when  first  received,  then 
reexamined  three  weeks  later  and  again  at  the  end  of  six  months. 
The  amount  of  deterioration  was  marked  in  several  cases,  although 
in  most  instances  the  loss  in  six  months  was  comparatively  small. 
For  example,  one  sample  when  originally  tested  showed  an  oxygen 
volume  of  15,  while  at  the  end  of  six  months  the  amount  present  was 
11.5  volumes.  On  the  contrary,  another  sample  contained  when  first 
analyzed  8.25  volumes  and  at  the  end  of  six  months  only  0.5  volume. 
The  number  of  volumes  stated  to  be  present  in  the  several  packages 
varied  from  10  to  15. 

R.  L.  Lloyd  ^  reported  on  five  samples  of  medicinal  hydrogen 
peroxid,  which  were  all  represented  to  be  chemically  pure  and  of  15 
volumes  strength.  The  examination  showed  that  the  amount  of 
available  oxygen  varied  from  10.5  to  13.5,  and  all  of  them  contained 
the  usual  impurities. 

H.  Endemann  ^  in  1894  examined  14  different  brands  and  found  the 
amount  of  available  oxygen  to  vary  from  0.5  to  16.55  volumes.  One 
sample  was  found  to  contain  27.35  volumes,  but  this  brand  is  repre- 
sented and  sold  as  containing  a  much  higher  volume  of  available 
oxygen,  and  for  this  reason  can  not  properly  be  classed  with  the  usual 
hydrogen  peroxid  sold  to  the  pubhc. 

PLAN  OF  THE   INVESTIGATION. 

The  results  obtained  by  the  investigators  quoted  clearly  show  that 
the  quaHty  and  character  of  the  various  brands  of  hydrogen  peroxid 
were  not  satisfactory,  but  during  the  past  10  years  marked  improve- 
ments have  been  made  in  the  manufacture  of  this  commodity.  It  is, 
however,  a  common  experience  that  hydrogen  peroxid  is  prone  to 
decompose,  and  for  this  reason  it  was  deemed  desirable  to  make  a 
full  and  exhaustive  investigation,  with  a  view,  first,  to  determine  the 
keeping  quahties  of  the  various  brands  of  hydrogen  peroxid  available 
on  the  market;  second,  to  ascertain  the  nature  of  the  preservatives 
used,  if  any;  third,  to  estabhsh  an  age  or  time  limit;  and  fourth,  if 

aN.  Y.  Med.  J.,  1892,  56: 149.  c  Amer.  J.  Pharm.,  1893,  (4)  65:  276. 

bN.  Y.  Med.  J.,  1892,  56:  599.  d  Times  and  Register,  1894,  28:  372. 
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possible,  to  approximate  the  maximum  per  cent  of  variation  below 
the  standard  prescribed  by  the  Pharmacopoeia. 

In  order  to  secure  fresh  material,  the  samples  were  purchased 
through  certain  wholesalers,  and  the  results  obtained  by  the  first 
analyses  show  that  they  were  satisfactory  in  this  respect.  In  order  to 
eliminate  certain  personal  and  cHmatic  factors,  it  was  considered 
advisable  to  have  examinations  made  by  two  observers  in  separate 
locahties,  and  Washington,  D.  C,  and  Nashville,  Tenn.,  were  selected. 
One  hundred  and  fifteen  different  samples,  representing  36  brands, 
were  examined,  the  samples  including  all  of  the  leading  makes  at 
present  available  in  the  United  States.  As  soon  as  received  they  were 
placed  in  a  cool,  partially  darkened  room,  simulating  as  nearly  as 
possible  the  conditions  usually  found  in  drug  stores  and  other  storage 
places.  The  temperature  in  the  Washington  storeroom  varied  from 
30°  C.  in  the  summer  to  0°  C.  in  the  winter.  The  samples  in  the  Nash- 
ville laboratory  were  kept  under  similar  conditions,  except  that  the 
variation  in  temperature  was  less  marked,  ranging  from  15°  C.  in 
winter  to  27°  C.  in  summer. 

A  hst  of  the  brands  examined  will  be  found  in  the  table  embodying 
the  analytical  results  (p.  12).  Some  of  the  packages  bore  a  guaranty 
serial  number  in  accordance  with  section  9  of  the  food  and  drugs  act 
and  regulation  9  for  its  enforcement. 

As  before  stated,  hydrogen  peroxid  was  once  considered  a  remedy 
for  diphtheria,  but  it  is  now  known  to  be  virtually  worthless  for  this 
purpose,  yet  direct  and  indirect  statements  are  made  to  the  effect  that 
hydrogen  peroxid  is  a  preventative  and  cure  for  this  disease.  It  is 
also  represented  that  the  acetanUid  is  added  because  of  its  antiseptic 
properties.     This  statement  certainly  needs  confirmation. 

INVESTIGATION  MADE   IN  WASHINGTON. 

DETERMINATION   OF   HYDROGEN   DIOXID. 

The  work  was  begun  in  December,  1907,  some  of  the  initial  exami- 
nations having  been  made  early  in  January  of  1908.  Unless  other- 
wise stated,  the  methods  prescribed  by  the  United  States  Pharma- 
copoeia, eighth  revision,  for  testing  the  quahty  and  purity  of  hydrogen 
dioxid  solutions  were  employed.  In  view  of  the  fact  that  the  value 
of  a  hydrogen  dioxid  solution  is  largely  judged  by  the  actual  amount 
of  hydrogen  dioxid  present,  the  various  products  were  analyzed  with 
particular  reference  to  this  point  as  rapidly  as  possible  after  receiving 
same.  The  pharmacopoeial  method  was  used,  excepting  that  the 
measured  samples  were  weighed  and  the  percentage  computed  on 
this  basis.  The  results  obtained  will  be  found  in  column  headed  ^^U. 
S.  P.  Method."  The  results  clearly  show  that  a  large  percentage  of 
the  samples  examined  by  this  method  contain  about  3  per  cent  of 
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hydrogen  dioxid.  In  order  to  check  the  permanganate-sulphuric 
acid  method  for  determining  hydrogen  peroxid  and  compare  it  with 
other  standard  methods,  it  was  decided  to  analyze  the  samples  by 
three  additional  methods,  namely,  the  iodin  method  and  the  gasomet- 
ric  methods,  using  sulphuric  acid  and  potassium  permanganate  in  one 
case  and  manganese  dioxid  and  sulphuric  acid  in  the  other.  In  each 
case  the  hydrogen  dioxid  solution  was  measured  out  and  weighed  as 
before  stated  and  aliquots  used  for  the  determinations.  The  iodin 
method  proposed  by  Rupp  "  was  carried  out  as  follows : 

Iodin  method. — Place  1  gram  of  potassium  iodid  in  a  250  cc  Erlenmeyer  flask,  add 
10  cc  of  10  per  cent  sulphuric  acid,  and  as  soon  as  the  salt  is  dissolved  run  in  10  cc  of 
the  diluted  peroxid  solution,  1:10,  by  means  of  a  burette.  Cover  the  flask  with  a 
watch  glass  and  allow  it  to  stand  for  30  minutes.  Then  add  about  200  cc  of  distilled 
water  and  titrate  the  liberated  iodin  with  tenth-normal  sodium  thiosulphate  solution, 
using  starch  solution  as  indicator. 

This  procedure  proved  somewhat  less  satisfactory  than  the  phar- 
macopoeial  method,  being  less  rapid  and  giving  less  concordant  re- 
sults. Each  assay  was  made  in  duplicate  and  the  mean  result  is 
given  in  the  accompanying  table  in  the  column  headed  ''Iodin 
method." 

This  determination  was  next  made  by  measuring  the  volumes  of 
oxygen  liberated  by  means  of  manganese  dioxid  and  potassium  per- 
manganate, respectively,  in  the  presence  of  sulphuric  acid.  It  was 
found  that  Lunge's  nitrometer,  with  a  two-way  stopcock  did  not 
give  satisfactory  results  when  the  reaction  took  place  inside  of  the 
instrument.  After  making  a  number  of  experiments,  the  following 
apparatus  and  procedure  were  adopted: 

Manganese  dioxid  method. — The  apparatus  consists  of  a  50  cc  side-arm  distilling 
flask  closed  with  a  perforated  rubber  stopper,  through  which  the  delivery  stem  of  a 
glass-stoppered  burette  has  previously  been  passed.  The  side  arm  of  the  flask  is 
connected  to  the  nitrometer  by  means  of  tightly  fitting  rubber  tubing  of  any  con- 
venient length  and  securely  wired  at  each  end  to  prevent  leakage.  The  burette  is 
fastened  loosely  in  a  Bunsen  clamp  in  such  a  manner  that  the  burette  and  flask  can 
be  shaken  freely  in  one  plane.  The  nitrometer  is  filled  with  water,  the  level  adjusted, 
and  the  determination  made  as  follows:  Place  about  1  gram  of  finely  powdered  man- 
ganese dioxid  in  the  side-arm  flask  and  add  10  cc  of  10  per  cent  sulphuric  acid.  Dilute 
10  cc  of  the  hydrogen  peroxid  solution  to  be  tested  to  100  cc  and  place  a  portion  in  the 
burette.  After  sufficient  of  the  solution  is  run  out  to  fill  the  dehvery  stem  of  the 
burette  fit  the  stopper  (with  attached  burette)  snugly  into  the  neck  of  the  generating 
flask,  and  adjust  the  level  of  the  water  in  the  nitrometer  so  as  to  equaUze  the  pressure 
within  the  system.  Allow  10  cc  of  the  diluted  dioxid  solution  to  run  slowly  into  the 
generator  through  the  burette.  After  shaking  the  flask  to  Hberate  the  dissolved 
oxygen  as  completely  as  possible  again  adjust  the  level  and  note  the  temperature 
and  pressure.  A  correction  of  10  cc  (the  volume  of  solution  run  into  the  generator) 
is  subtracted  from  the  reading,  and  the  remainder  reduced  to  760  mm  pressure  and 
20°  C.  temperature. 

o  Archiv.  Pharm.,  1900,  238:  156. 
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The  results  obtained  by  this  procedure  t\t11  be  found  in  the  column 
headed  ' ' Gasometric  analYsis,  volume  of  ox3'gen  evolved  b}"  ;Mn02." 
The  potassium  permanganate  method  was  carried  out  in  the  manner 
just  described,  except  that  the  dilute  sulphuric  acid  and  dilute  dioxid 
solutions  were  placed  in  a  generating  flask  and  sufiicient  half -normal 
potassium  permanganate  solution  was  added  from  a  burette  to  give 
a  pink  color  to  the  solution.  The  figures  obtained  by  this  procedure 
will  be  found  in  column  marked  "Gasometric  analysis,  volume  of 
oxygen  evolved  by  K2^in04,"  and  were  made  between  January  14 
and  February  12,  1908.  The  results  obtained  by  the  two  gaso- 
metric  methods  are  fairly  concordant,  but  in  general  are  less  reliable 
than  those  given  by  the  iodin  and  official  methods,  being  too  depend- 
ent on  slight  variations  in  temperature,  pressure,  leakage,  and  other 
factors. 

In  order  to  determine  the  rate  of  decomposition,  the  samples  were 
reexamined  for  percentage  of  hydrogen  dioxid  by  the  pharmaco- 
poeial  method  at  the  expiration  of  3,  6,  10,  and  12  montlis  after  the 
initial  analysis.  These  results  are  also  recorded  in  the  accompany- 
ing table.  After  determining  the  percentage  of  hydrogen  dioxid 
in  the  various  brands  by  the  methods  outlined,  they  were  examined 
for  preservatives,  acidity,  nonvolatile  matter,  fluorids,  arsenic, 
barium,  etc. 

PRESERVATIVES. 

The  principal  labels  on  the  packages,  as  weU  as  the  analytical 
results  obtained,  show  that  a  large  proportion  of  the  hydrogen 
dioxid  solutions  contained  small  quantities  of  acetanilid.  The 
acetanfiid  was  determined  by  shaking  a  50  cc  sample  of  hydrogen 
peroxid  twice  T\dth  ether  and  once  ^\'ith  cliloroform,  combining  the 
several  extracts  in  a  tared  beaker  and  drying  at  75°  C. 

Experiments  made  ^dth  samples  of  hydrogen  peroxid  containing 
known  quantities  of  acetanilid  showed  that  this  method  removed 
about  95  per  cent  of  the  amount  present.  The  acetanilid  was  iden- 
tified by  its  physical  and  chemical  properties,  the  iodin-phenol  reac- 
tion proving  to  be  the  most  satisfactory.  Tests  were  also  made  for 
boric  acid  and  borax  TS'ith  negative  results. 

A  number  of  samples  found  to  be  free  from  acetanilid  possessed 
a  noticeable  odor  of  aldehyde  after  being  kept  for  some  time.  It 
was  suspected  that  alcohol  had  been  used  as  a  preservative,  but  dis- 
tillation from  both  acid  and  alkaline  media  failed  to  give  a  distillate 
in  which  alcohol  could  be  detected  by  the  iodoform  test.  By  apply- 
ing the  method  directly  to  the  sample,  however,  good  results  were 
obtained.  The  distillate  from  these  gave  the  general  reactions  for 
aldehyde  with  fuchsin  and  sulphurous  acid  and  with  Tollen's  reagent. 
The  presence  of  fluorids  was  indicated  in  several  products,  but  the 
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results  were  not  conclusive.     Caffein  was  found  in  several  packages 
of  one  brand. 

ANALYTICAL   RESULTS. 

The  analytical  results  obtained  in  this  investigation  are  given  in 
the  table  on  pages  12  and  13,  together  with  a  statement  of  the  loss  in 
hydrogen  dioxid  in  six  months  and  in  one  year  on  each  sample. 

INVESTIGATION   MADE   IN   NASHVILLE. 

All  of  the  samples  were  examined  as  to  purity,  quality,  and 
strength,  by  the  pharmacopoeial  methods.  The  investigation  cov- 
ered two  series,  one  begun  in  October,  1907,  and  the  other  in  Decem- 
ber of  the  same  year.  The  acetanilid  was  extracted  by  means  of 
chloroform,  it  having  been  shown  that  less  than  one-fiftieth  of  a 
grain  could  be  detected  by  the  phenol-isocyanid  reaction.  The 
several  samples  were  reexamined  at  the  intervals  of  time  indicated 
in  the  table  on  page  14. 

COMMENTS  BY  MANUFACTURERS. 

The  results  of  the  analyses  of  the  several  brands  were  referred  to 
the  respective  manufacturers,  with  the  following  results:  No  replies 
were  received  from  the  Clarion  Chemical  Co.,  Eimer  &  Amend, 
Larkin  &  Scheffer,  Lehn  &  Fink,  Matz  &  Cohen,  and  Squibb  &  Sons. 
The  following  firms  acknowledged  receipt  of  results  but  offered  no 
criticisms,  and  their  replies  are  therefore  not  further  considered: 
American  Druggists'  Syndicate,  Otis  Clapp  &  Son,  Harvey  Co., 
Mulford  &  Co.,  Norwich  Pharmacal  Co.,  H.  K.  Wampole,  William  R. 
Warner,  Tilden  Co.,  Wilham  S.  Merrell,  Meyer  Bros.,  Towns  & 
James,  and  Powers,  Weightman,  Rosengarten  Co. 

The  comments  of  the  manufacturers  who  responded  are  as  follows: 

Albany  Chemical  Co. 

We  venture  to  say  that  our  samples  make  a  very  good  showing,  in  view  of  the  fact 
that  hydrogen  peroxid  loses  strength  rapidly  during  the  first  few  months  after  it  has 
been  prepared.    What  is  your  experience  in  this  direction? 

Acidity  .  .  .  The  quantity  present,  found  by  you,  apparently  coincides  with  the 
findings  of  our  laboratory  for  several  years  back,  that  is  to  say,  our  H2O2  shows  about 
50  per  cent  better  than  the  U.  S.  P.  allows.    The  same  is  the  case  with  the  solids. 

Comment  hy  authors. — It  is  to  be  noted  that  the  results  show  that 
the  acidity  is  excessive. 

Bruen,  Ritchey  &  Co. 

Your  letter  of  the  16th  to  hand  and  in  reply  would  say  the  hydrogen  peroxid  we 
supply  conforms  to  the  U.  S.  P.,  and  the  test  as  outlined  by  you  bears  this  out  with 
the  exception  of  the  test  for  solids,  as  the  U.  S.  P.  allows  only  0.030,  whereas  you  make 
it  much  over. 
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We  can  account  for  this  by  your  not  using  a  desiccator,  for  if  it  is  dried  any  other  way 
it  will  take  moisture  from  the  air,  thereby  greatly  increasing  the  residue. 

We  have  never  put  out  any  peroxid  which  runs  higher  in  residue  than  the  U.  S.  P. 
allows. 

Comment  hy  authors. — All  moisture  determinations  were  made  by 
cooling  the  dried  material  in  a  desiccator. 

The  Drevet  Manufacturing  Co. 

*  *  *  We  note  the  analyses  of  our  various  preparations  made  by  your  depart- 
ment, and  are  absolutely  at  a  loss  to  understand  the  results  obtained,  unless  perhaps 
the  samples  used  were  very  old. 

As  you  probably  know,  we  were  about  the  first  to  manufacture  the  medicinal 
peroxid  of  hydrogen,  and  we  have  jealously  guarded  the  high  standard  of  our  prepara- 
tions for  more  than  30  years  and  beg  of  you  the  privilege  of  submitting  for  your  careful 
examination  samples  of  our  preparations  taken  from  our  present  stock  on  hand,  and 
at  the  same  time  we  would  kindly  ask  you  to  allow  us  to  offer  certificates  of  analyses 
made  by  well-known  and  prominent  chemists  of  this  city  for  your  consideration. 

We  would  be  pleased  to  have  your  representative  call  and  collect  personally  these 
samples  from  our  stock  if  you  wish,  or  we  would  be  glad  to  forward  such  samples  to 
you. 

Trusting  you  will  grant  our  request,  and  assuring  you  of  our  earnest  desire  and  efforts 
to  place  our  goods  on  the  market  in  full  conformity  with  or  even  superior  to  the 
U.  S.  P.  standard,  we  beg  to  remain. 

Hance  Brothers  &  White. 

We  received  yours  of  the  16th  ultimo  on  the  28th.  At  the  same  date  we  inclosed 
it  to  Mr.  John  Bene,  Brooklyn,  N.  Y.,  from  whom  we  procure  our  supply  of  peroxid 
hydrogen.  We  have  examined  the  articles  several  times  and  found  it  to  comply  so 
closely  with  the  U.  S.  P.  requirements,  and  in  view  of  its  perishable  nature  and  its 
use  almost  entirely  for  external  purposes,  have  issued  it  as  being  equal  to  other  makes. 

We  are  herewith  inclosing  Mr.  Bene's  reply,  which  rather  confirms  our  estimate  of 
his  article  and  shows  his  faith  in  the  declaration  on  his  invoice  of  its  conforming  to  the 
requirements  of  the  Federal  food  and  drugs  act. 

The  letter  of  Mr.  John  Bene  referred  to  reads  as  follows : 

Your  letter  of  the  28th  instant  to  hand  with  inclosures,  and  in  reply  the  hydrogen 
peroxid  I  supply  you  conforms  strictly  to  the  U.  S.  P.,  and  the  test  as  outlined  by 
Dr.  Wiley  bears  this  out  with  the  exception  of  the  test  for  solids,  as  the  U.  S.  P.  allows 
only  0.030,  whereas  he  makes  it  much  over.  I  can  account  for  this  by  his  not  having 
used  a  desiccator,  for  if  it  is  dried  any  other  way  it  will  take  moisture  from  the  air, 
thereby  greatly  increasing  the  residue.  I  have  never  put  out  any  peroxid  which  runs 
higher  in  residue  than  the  U.  S.  P.  allows. 

Hydrox  Chemical  Co. 

We  hasten  to  acknowledge  receipt  of  your  analyses  of  Hydrox  peroxid  of  hydrogen, 
Hamlin's  peroxid  of  hydrogen,  and  American  peroxid  of  hydrogen,  all  of  which  prod- 
ucts are  manufactured  by  the  chemists  of  the  Hydrox  Chemical  Co, 

We  believe  it  is  pretty  well  demonstrated  that  acetanilid,  -j^  grain  to  the  fluid 
ounce,  acts  as  a  preservative  to  this  preparation  (as  is  demonstrated  by  your  analyses) 
so  that  the  last  drop  in  any  container  is  full  U.  S.  P.  strength,  making  the  preparation 
thoroughly  dependable  in  the  hands  of  the  practitioner  at  all  times. 

We  beg  to  state  that  in  our  investigations  we  have  found  that  the  breaking  up  or 
decomposition  of  acetanilid  causes  a  slight  increase  in  acidity  of  the  product,  this 
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change  taking  place  probably  thiree  to  six  months  after  its  manufacture,  but  hot  a 
sufficient  increase  to  render  the  product  harmful. 

We  have  also  observed  that  peroxid  of  hydrogen  when  not  properly  stored  in  an 
upright  position  decomposes,  either  with  or  without  acetanilid,  by  contact  with  corks; 
foreign  matter  being  taken  up  by  the  preparation. 

We  are  pioneers  in  the  manufacture  of  permanent  peroxid  and  wish  to  make  our 
product  conform  as  closely  as  possible  to  governmental  requirements;  at  the  same  time 
believe  our  present  standard  is  so  high  as  to  permit  of  little  change  in  formula. 

Mallinckrodt  Chemical  Works. 

Rephing  to  yours  of  the  16th  instant,  I  assume  that  the  copy  of  analyses  of  our 
hydrogen  peroxid  refers  to  samples  taken  from  a  lot  supplied  by  us  in  accordance 
with  the  requu-ements  of  your  depai'tment — that  it  contain  no  acetanilid  or  other 
preservative.  It  is  well  known  that  hydrogen  peroxid  solution  will  not  keep  without 
the  addition  of  some  preservative,  and  we  are  not  surprised  that  the  samples  should 
have  lost  so  largely  in  the  percentage  of  strength  after  being  kept  for  a  period  of  one 
year. 

You  are  doubtless  also  aware  that  the  acidity  test  of  the  United  States  Pharma- 
copoeia is  unreliable  and  shows  larger  amounts  of  acid  when  none  is  present,  the 
amount  being  dependent  on  the  manner  of  manipulation. 

If  you  will  examine  our  hydrogen  peroxid  as  we  supply  it  to  the  trade,  with  acetani- 
lid as  a  preservative,  I  think  you  will  find  that  if  kept  with  ordinary  precaution  it  will 
lose  ver\'  little,  if  any,  strength  dming  the  period  of  a  year. 

Comment  hy  authors. — The  samples  examined  in  Washington  did 
not  contain  any  acetanilid,  but  the  presence  of  caffein  was  estab- 
lished. The  samples,  furthermore,  were  not  taken  from  the  lot 
supplied,  at  the  request  of  the  department,  free  from  acetanilid. 
The  sample  examined  in  Nashville  was  purchased  through  a  local 
wholesaler.  The  point,  therefore,  raised  relative  to  the  absence  of 
acetanihd  as  a  preservdng  agent  is  not  substantiated. 

Charles  Marchaxd. 

*  *  *  I  have  sold  my  interests  in  the  Drevet  Manufactming  Co.  the  beginning  of 
Januan%  1909,  and  I  have  not  manufactured  "Marchand's  Peroxide  of  Hydrogen," 
"U.  S.  P.  Peroxide  of  Hj'drogen,"  "Hydrozone,"  or  "Glycozone"  since  that  time. 

Under  these  circumstances,  I  have  nothing  whatever  to  do  with  the  goods  manu- 
factiu-ed  and  sold  by  the  Drevet  Manufactming  Co.,  although  they  are  still  labeled 
"Prepared  only  by  Charles  Marchand." 

McKesson  &  Robbixs. 

*  *  *  We  do  not  see  that  there  is  any  comment  for  us  to  make  upon  your  results, 
as  the  results  speak  for  themselves.  We  might,  however,  add  that  we  have  recently 
adopted  a  time-limit  label  similar  to  the  inclosed  sample,  which  appears  on  all  pack- 
ages of  peroxid  sent  out  by  us.  While  your  results  show  that  our  peroxid  will  keep 
almost  unchanged  for  a  year,  we  place  the  time  limit  at  six  months,  owing  to  the 
uncertainty  sun'ounding  the  keeping  properties  of  this  prepai'ation  under  the  vai-j-ing 
conditions  met  with  in  different  pai'ts  of  the  country. 

In  our  opinion  six  months  would  be  a  reasonable  time  limit  for  all  manufactiu'ers 
to  adopt  both  for  the  protection  of  the  public  as  well  as  for  the  reputation  of  the  manu- 
factm-er  and  retailer.     *    -^    * 

Comment  hy  authors. — The  time  limit  adopted  by  this  firm  is  in 
accordance  with  the  findings  of  this  investigation. 
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Merck  &  Co. 

*  *  *  We  have  looked  over  your  tabulated  results  with  interest.  From  the 
tabulation  which  you  offered  it  appears  that  in  the  acidity  test  the  method  of  the 
United  States  Pharmacopoeia  has  been  employed.  But  do  you  not  think  this  method 
rather  unreliable?  This  question  was  raised  about  three  years  ago  by  numerous 
investigators. 

Replying  to  your  favor  of  the  13th,  asking  us  to  advise  you  as  to  what  we  consider 
a  reliable  test  for  determining  the  amount  of  free  acid  in  pharmacopoeial  hydrogen 
peroxid,  we  would  say  that  we  obtain  the  most  accurate  results  by  the  use  of  methyl 
orange  indicator  instead  of  the  phenolphthalein  indicator  prescribed  by  the  United 
States  Pharmacopoeia. 

Uniform  and  accurate  results  may  also  be  obtained  by  simply  titrating  the  original 
solution  of  dioxid  with  decinormal  potassium  hydroxid,  using  methyl  orange  and 
omitting  all  evaporation  and  heat. 

Comment  hy  authors. — The  observations  noted  are  in  accordance 
with  our  findings. 

Oakland  Chemical  Co. 

Replying  to  your  letter  of  December  16,  received  yesterday,  we  beg  to  thank  you  for 
it.  The  plan  that  you  are  using  of  notifying  manufacturers  of  the  results  of  your 
investigations  and  the  opportunity  you  are  offering  for  comment  on  the  report  is  very 
fair  and  commendable. 

May  we  ask  you  to  kindly  give  us  the  numbers  which  are  stamped  with  a  rubber 
stamp  on  the  labels  of  the  bottles  which  you  have  been  using  as  samples?  We  ask 
this  information  so  that  we  can  check  up  your  results  with  our  records.  We  take  it 
that  this  will  not  be  unsatisfactory  to  you,  and  it  will  certainly  be  a  matter  of  satis- 
faction to  us  to  make  the  comparison.    *    *    * 

We  beg  to  acknowledge  receipt  of  your  favor  of  the  5th  instant.  None  of  our  records 
show  anything  that  would  compare  with  your  report  on  this  sample.  The  uniformity 
of  the  other  four  and  the  relative  closeness  of  your  statement  with  our  results  justify 
the  assumption  that  the  report  on  sample  No.  5  can  not  be  accepted  as  indicating 
either  an  exceptional  case  or  a  fair  average  of  quality  of  our  product;  the  not  unrea- 
sonable possibility  of  something  unusual  having  happened  to  this  sample  either 
before  or  after  it  reached  your  hands,  the  further  possibility  that  it  may  not  actually 
be  our  product,  though  apparently  an  original  bottle  bearing  our  label,  are  sufficiently 
important  to  warrant  our  request  that  this  sample  be  either  eliminated  or  a  full  oppor- 
tunity be  given  us  to  make  a  rigid  investigation  that  would  allow  us  to  trace  its  history 
completely.     *    *    * 

Your  favor  of  March  1  was  duly  received.  The  statement  that  the  label  on  the 
package  of  dioxogen,  on  which  there  is  some  question,  contains  the  number  91,  and 
which  statement  had  previously  been  made  in  a  department  letter  of  January  13,  has 
been  carefully  reviewed,  and  we  beg  to  make  you  the  following  report. 

The  number  referred  to,  which  is  placed  on  these  bottles,  is  the  key  by  which  we 
can  identify  each  lot  of  our  product,  its  date  of  manufacture,  and  all  the  records  which 
refer  to  it.  These  numbers  run  in  series.  The  present  series  of  numbers  began  in 
March,  1907,  and  No.  91  of  this  series  was  reached  December  15,  1908.     If  the  bottle 

bearing  the  mark  received  by  your  department  from Co.  was  obtained  in 

October,  1907,  it  could  not  have  belonged  to  this  series  started  in  March,  1907,  and 
must  have  belonged  to  a  previous  series. 

The  previous  series  began  in  November,  1904,  and  No.  91  of  this  series  was  reached 

August  13,  1906.     In  August,  1906, -, —  Co.  received  a  shipment  of  goods  bearing 

this  number.  Consequently  this  bottle,  which  your  department  has  reported  on,  had 
21450°— Bull.  150—12 3 
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been  in  Co.'s  possession  one  year  and  two  months  before  you  receiA'ed  it 

During  the  tall  of  1906  and  spring  of  1907  we  removed  our  manufacturing  plant  from 
BrooklATi,  X.  Y.,  to  Richmond  Count^^,  X.  Y..  and  when  our  manufacturing  operations 
began  at  the  new  plant  we  started  a  new  series.  It  was  during  the  confusion  of  this 
period  that  this  lot,  from  which  the  bottle  your  department  has  examined  came,  was 
made. 

ITnder  these  circumstances,  we  respectfully  request  you  to  eliminate  this  test  from 
your  pubUshed  report.  If  it  is  the  purpose  of  this  report  to  supply  information  as  to 
the  quality  and  character  of  goods  of  the  different  manufacturers,  then  we  respectfully 
point  out  that  a  bottle  of  a  product  of  the  character  of  peroxid  of  hydrogen,  which  is 
over  a  year  old  before  the  test  is  made,  is  not  fairly  illustrative  of  average  conditions 
or  quality.  If  other  tests  which  you  have  made  from  time  to  time  indicate  that  such 
a  variation  as  this  particular  sample  shows  might  be  reasonably  expected,  we  with- 
draw the  request. 

If  in  your  judgment  it  is  reasonable  to  expect  that  goods  would  be  more  than  one 
year  old  before  they  reach  the  consumer's  hands,  as  was  this  sample,  then  we  withdraw 
the  request. 

If  you  in  your  experience  with  our  product  have  found  an}i:hing  that  would  indi- 
cate that  the  result  of  this  sample  conveys  a  true  estimate  of  the  actual  quality-  of 
dioxogen,  we  withdraw  the  request. 

Comment  hy  authors. — Considerable  care  was  exercised  to  secure 
fresh  samples.  There  was  nothmg  on  the  package  in  this  case  to 
indicate  possible  deterioration  from  age.  TTith  justice  to  all,  no  one 
sample  could  be  eliminated,  but  the  explanation  offered  by  the 
manufacturer  is  given  in  full. 

Paeke  Davis  &  Co. 

*  *  *  On  the  whole  we  feel  ver^"  much  pleased  to  note  a  statement  from  the 
Bureau  of  Chemistry  which  so  nearly  confirms  our  claim  that  we  are  marketing  a 
high-grade  hydrogen  peroxid  and  one  which  is  remarkably  stable,  considering  the 
nature  of  the  substance. 

The  amount  of  acetanilid  reported  is  in  each  instance  somewhat  less  than  the 
quantity  originally  added  to  the  solution  of  peroxid  at  the  time  of  manufacture.  Our 
formula  calls  for  the  addition  of  three-sixteenths  grain  of  acetanilid  per  liquid  ounce 
of  the  peroxid  solution,  this  being  equivalent  to  0.41  gram  per  100  cc.  In  each  case 
the  amount  reported  by  you  is  less  than  this.  It  is  entirely  possible  that  in  some 
cases  a  portion  of  the  acetanilid  has  been  destroyed  by  the  action  of  the  hydrogen 
peroxid,  particularly  in  the  old  samples. 

In  examining  the  proportion  of  acid  reported  for  the  five  different  samples  we  note 
that  this  is  in  ever\'  instance  high.  We  presume  that  the  figures  given  are  the  direct 
statement  of  the  acid  in  terms  of  cubic  centimeters  tenth-normal  acid  in  25  cc  of  the 
hydrogen  peroxid,  and  are  consequently  not  an  indirect  statement  of  the  number  of 
cubic  centimeters  of  tenth-normal  acid  required  to  titrate  back,  as  directed  in  the 
Pharmacopoeia.  If  our  first  supposition  is  correct,  we  beg  to  say  that  the  amount  of 
acid  reported  by  you  is  in  ever^-  instance  undoubtedly  excessive  in  that  you  have 
estimated  not  only  the  amount  of  free  acid  present,  but  have  also  estimated  as  well 
the  acid  produced  from  the  acetanilid  which  has  decomposed  by  heating  with  alkali 
in  carrying  out  the  test  as  stipulated  in  the  Pharmacopoeia. 

We  have  had  occasion  to  refer  in  one  or  two  previous  instances  to  this  error  in  esti- 
mating acid  by  the  official  method  in  hydrogen  peroxid  preserA-ed  by  the  use  of  ace- 
tanilid.    Theoreticallv  the   acid  in   three-sixteenths   grain  of   acetanilid  will  neu- 
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tralize  or  is  equivalent  to  0.75  cc  of  tenth-normal  potassium  hydroxid.  In  actual 
practice,  however,  we  find  by  making  numerous  tests  upon  a  given  specimen  of 
hydrogen  peroxid,  to  a  portion  of  which  we  add  three-sixteenths  grain  acetanilid  per 
ounce  and  to  the  second  portion  of  which  no  acetanilid  is  added,  that  this  three- 
sixteenths  grain  of  preservative  will  increase  the  seeming  content  by  about  1.3  cc  of 
tenth-normal  acid.  We  can  not  altogether  account  for  this  increase  above  theory, 
l)ut  presume  that  it  is  due  to  some  acid  body  produced  by  the  decomposition  of  the 
acetanilid,  produced  by  the  action  of  the  hydrogen  peroxid  on  the  acetanilid  in  the 
presence  of  the  alkali  in  carrying  out  the  evaporation. 

Turning  now  to  the  five  samples  reported,  if  we  make  a  correction  in  each  instance 
for  the  amount  of  acetanilid  reported  by  you,  the  equivalents  would  be  as  follows: 

ccN/lOKOH. 

Sample  No.  1 0.6 

No.  2 0.7 

No.  3 0.  5 

No.  4 0.45 

No.  5 

Subtracting  the  above  quantities  of  tenth-normal  acid  from  the  quantities  you 

report,  the  free  acid  would  appear  as  follows: 

cc. 

Sample  No.  1 2.  65 

No.  2 3.  35 

No.  3 2.7 

No.  4. 2.  55 

No.  5 

Making  the  theoretical  correction,  each  of  these  samples  would  fall  below  the  require- 
ments of  the  U.  S.  P.  for  the  content  of  free  acid  with  the  exception  of  No.  3. 

We  do  not  regard  this  matter  of  slight  excess  of  free  acid  as  being  of  very  great 
consequence,  but  think  it  best  to  call  your  attention  to  this  error,  inasmuch  as  we 
presume  you  will  go  into  this  matter  of  hydrogen  peroxid  very  thoroughly,  and  the 
evidence  which  we  offer  is  the  result  of  a  very  great  deal  of  experience.  There  is 
really  no  reason  for  resorting  to  the  indirect  method  as  outlined  in  the  Pharmacopoeia. 
Equally  good  results  and  (in  the  case  of  hydrogen  peroxid  containing  acetanilid) 
more  correct  results  are  obtained  by  direct  titration.  It  is  only  necessary  to  add  to 
25  cc  of  the  hydrogen  peroxid  about  5  or  6  minims  of  phenolphthalein  test  solution 
(U.  S.  P.)  and  titrate  directly  with  tenth-normal  alkali  to  the  development  of  a  light- 
pink  color.  Under  the  conditions  this  method  is  accurate  to  0.1  to  0.2  cc.  For  practical 
purposes  the  test  in  the  Pharmacopoeia  should  be  stated  as  follows: 

If  to  25  cc  of  the  solution  of  hydrogen  peroxid  5  or  6  minims  of  phenolphthalein 
test  solution  are  added,  not  more  than  2.5  cc  tenth-normal  KOH  should  be  required 
to  produce  a  pink  color  (limit  of  free  acid). 

Comment  hy  authors, — It  is  probably  true  that  the  presence  of 
acetanihd  will  increase  the  acidity  of  hydrogen  peroxid,  particularly 
when  determined  according  to  the  prescribed  method,  but  the 
manufacturer  is  aware  of  the  facts  and  should,  therefore,  make  due 
provisions.  If  he  desires  to  add  acetanilid,  and  it  is  known  to  him 
that  the  addition  of  this  chemical  will  increase  the  acidity  of  the 
product,  he  should  make  ample  allowance  to  come  within  the  maxi- 
mum limit  of  the  prescribed  acidity.  The  subject  of  direct  titration, 
using  phenolphthalein  as  indicator,  is  discussed  on  page  22. 
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Smith,  Kline  &  Frexch  Co. 

We  beg  to  acknowledge  receipt  of  your  letter  of  the  16th  -with  analysis  of  our  hydro- 
gen peroxid. 

First  of  all  we  note  that  samples  1  and  3,  judging  from  their  strength,  must  be  our 
15-volume  peroxid.  Therefore,  so  far  as  acidity  and  soHds  are  concerned,  they 
would  have  to  be  judged  from  a  different  standpoint  than  the  10  volume,  for  it  must 
be  remembered  that  15-volume  peroxid,  being  one-half  stronger,  the  acidity  and 
the  soUds  would  necessarily  increase  in  the  same  proportion. 

This  peroxid  is  plainly  branded  15  ^'olumes,  and  is  therefore  distinguished  from 
the  10-volume  product. 

We  are  surprised  to  note  that  only  sample  Xo.  3  contains  acetaiuHd,  because  we 
have  been  putting  acetanilid  in  our  peroxid  for  almost  two  years,  and  this  would 
indicate  that  samples  1  and  2  are  very  old.  If  you  could  let  us  know  the  numbers  on 
the  packages  we  could  in  turn  let  you  know  the  age  of  the  peroxid,  which  might  be 
of  interest.     *    *    * 

We  beg  to  acknowledge  receipt  of  your  letter  of  Januan,^  7  giving  us  the  serial  num- 
bers of  packages  of  peroxid,  the  test  of  which  you  have  reported  under  date  of  Decem- 
ber 16. 

We  find  that  the  Xo.  4926  was  put  up  on  October  31, 1907,  and  Xo.  4935  on  Xovember 
11,  1907,  The  packages,  therefore,  were  two  yeai's  old  last  October  and  Xovember. 
It  is  therefore  fair  to  presume  that  they  were  a  year  old  before  the  tests  were  begun. 

Since  that  time  peroxid  in  general,  and  our  peroxid  in  particular,  have  been  much 
improved.  We  think  it  would  be  only  fair,  when  the  tests  are  published,  to  give 
the  date  of  manufacture  and  the  date  of  the  beginning  of  the  test,  because  otherwise 
it  would  be  rather  unfair  to,  for  instance,  say  15-volume  peroxid,  and  then  give  the 
strength  found,  unless  the  interval  between  the  manufacture  of  the  goods  and  the 
date  of  the  first  test  was  giA'en.  We  leave  this,  of  course,  entii'ely  to  your  own  good 
judgment. 

Comment  ly  authors. — It  will  be  observed  that  the  investigation 
was  begun  in  October,  1907,  and  the  samples,  examined  were,  there- 
fore, comparatively  fresh. 

Frederick  Stearxs  &  Co. 

We  are  very  much  surprised  to  leai-n  ^hat  you  ha^'e  found  any  of  oui'  product  to 
run  high  in  solids  and  so  verj-  high  in  acidity.  We  test  very  carefully  every  batch 
of  this  preparation  and  aim  to  have  it  comply  with  pharmacopceial  requii'ements, 
except  in  so  far  as  we,  Kke  many  other  manufacturers  of  this  article,  add  acetanihd 
as  a  preser^'ative,  as  is  stated  on  every  label.  This  would  increase  the  amount  of 
total  solids  by  the  amount  of  acetanihd  so  added.  In  addition  to  this,  the  acetanihd 
also  has  the  effect  of  increasing  the  apparent  percentage  of  acid  because  in  the  IT.  S.  P. 
method  of  assay,  the  peroxid  solution  is  boiled  with  the  tenth-normal  KOH  which 
saponifies  the  acetanihd,  some  of  the  alkali  combining  with  the  acetic  acid.     On  a 

25  cc  sample,  basing  calculation  upon  the  amount  of  acetanihd  you  found  (26.5 
nig=average),  we  ought  to  deduct  0.5  cc  tenth-normal  KOH  from  the  total  number 
of  cubic  centimeters  requii'ed  to  neuti'ahze  the  acid,  because  this  amount  (0,5  cc)  is 
equivalent  to  the  26.5  mg  acetanilid  present  in  a  25  cc  sample  of  peroxid. 

We  understand,  of  course,  that  this  does  not  explain  the  high  results  you  obtained, 
but  it  occurred  to  us  that  this  matter  may  not  have  been  taken  into  consideration. 

We  have  gone  over  our  record  of  tests  for  the  entire  year  of  1909  and  find  that  we 
had  but  four  batches  that  yielded  as  much  as  30  mg  of  residue,  the  next  highest  was 

26  mg  the  average  for  the  year  being  20.73  mg.     Likewise  the  average  acidity  for 
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all  of  the  hydrogen  peroxid  manufactured  during  the  entire  year  is  2.31  cc  tenth-normal 
KOH,  tested  according  to  the  U.  S.  P. 
We  always  make  our  determinations  before  the  addition  of  the  acetanilid. 

Comment  hy  authors. — Manufacturers  are  aware  that  the  Pharma- 
copoeia prescribes  a  maximum  for  solids,  and  therefore  if  a  pre- 
servative is  added  it  should  be  only  in  such  amounts  as  to  keep  well 
within  the  limits. 

DISCUSSION   OF   RESULTS. 

HYDROGEN   DIOXID. 

As  before  stated,  the  value  of  a  solution  of  hydrogen  peroxid  is 
largely  judged  from  the  percentage  of  hydrogen  dioxid  present. 
The  investigations  were  begun  in  October,  1907,  and  continued 
over  approximately  one  year.  The  results  obtained  on  hydrogen 
dioxid  by  the  gasometric  methods  and  the  iodin  method  do  not 
materially  vary  from  those  by  the  pharmacopoeial  method,  and  for 
that  reason  the  latter  will  be  made  the  basis  of  comment.  The 
Pharmacopoeia  states  that  hydrogen  peroxid  solution  should  contain, 
when  fresh,  about  3  per  cent  by  weight  of  absolute  hydrogen  dioxid, 
corresponding  to  about  10  volumes  of  available  oxygen. 

A  review  of  the  results  obtained  by  the  first  examination  shows 
that  21  of  the  samples  fall  below  the  3  per  cent  basis  and  8  fall  below 
a  2.75  per  cent  basis.  The  results  obtained  five  and  six  months 
after  the  first  examination  show  that  24  of  the  samples  examined 
had  lost  10  per  cent  and  over  of  the  original  content  of  hydrogen 
dioxid,  while  on  a  15  per  cent  basis,  21  were  found  defective,  which 
is  only  3  less  than  on  the  10  per  cent  basis.  The  point  may  be 
raised  that  this  commodity  is  less  stable  in  warm  than  in  cold  weather, 
but  this  generally  accepted  idea  is  not  supported  by  the  data.  The 
degree  of  deterioration  taking  place  between  5  and  6  months  and 
9  and  10  months,  respectively,  which  covers  the  summer  period, 
does  not  differ  materially  from  that  noted  over  similar  periods  of 
time  in  cooler  weather.  It  should,  moreover,  be  noted  that  these 
observations  were  made  after  the  samples  were  at  least  five  or  six 
months  old  and  deterioration  had  set  in,  a  condition  favorable  for 
decomposition. 

Knowledge  of  trade  conditions  leads  to  the  belief  that  it  is  not 
necessary  to  keep  hydrogen  peroxid  solutions  on  hand  longer  than 
five  or  six  months,  the  latter  being  the  maximum  limit. 

ACETANILID. 

The  results  of  this  work  undoubtedly  show  that  acetanilid  retards 
the  deterioration  of  hydrogen  peroxid  solutions.  The  inhibition, 
however,  is  not  uniform.     For  example,  of  two  samples  of  hydrogen 
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peroxid,  made  by  the  same  firm  and  both  containing  acetanilid,  one 
will  deteriorate  rapidly,  while  the  other  is  fairly  stable.  The  cause 
of  such  apparent  abnormalities  has  not  yet  been  determined.  There 
are  probably  numerous  contributing  factors,  but  one  undoubtedly 
is  the  difference  in  the  methods  of  manufacture.  Furthermore,  the 
absence  of  acetanilid  from  a  number  of  brands  and  their  slow  rate  of 
deterioration  shows  that  acetaniUd  is  not  necessary  to  prevent  or 
retard  decomposition.  Hydrogen  peroxid  solutions  containing  acet- 
anilid sooner  or  later  develop  a  yeUowish  or  brownish  tint  and  an  odor 
resembling  nitrobenzol.  To  what  extent  the  presence  of  nitro- 
benzol  and  similar  agents  are  objectionable  has  not  been  established. 
The  Pharmacopoeia  neither  recognizes  nor  proliibits  the  use  of 
acetanilid  as  a  preservative  or  antiseptic  or  otherwise,  yet  many 
packages  bear  labels  declaring  the  presence  of  acetanilid  and  at  the 
same  time  designate  the  article  to  be  the  pharmacopoeial  product, 
an  obvious  inconsistency.  The  acetanilid  is  not  added  because  of 
its  antiseptic  property,  as  is  indicated  on  some  labels,  but  because 
of  its  apparent  inliibiting  influence  on  deterioration.  The  presence 
of  acetanilid  was  declared  in  72  samples,  and  found  in  70. 

ACIDITY. 

The  results  on  acidity  show  that  a  large  majority  of  the  products 
are  excessively  acid.  This  may  be  interpreted  that  the  standard 
equivalent  of  2.5  cc  of  tenth-normal  sulphuric  acid  for  25  cc  of  the 
solution  is  too  exacting.  By  placing  the  upper  limit  at  3  cc  of  tenth- 
normal sulphuric  acid  for  25  cc,  51  samples  would  still  be  excessively 
acid,  and  by  placing  the  standard  at  4  cc,  22  would  remain  above  the 
limit. 

A  certain  amount  of  the  acidity  may  be  due  to  the  oxidation  of  the 
acetanilid  present.  This  is  a  point,  however,  which  should  be  pro- 
vided for  by  the  manufacturer  who  uses  the  chemical.  The  maximum 
acidity  prescribed  by  the  United  States  Pharmacopoeia  does  not 
appear  to  be  too  exacting,  particularly  when  it  is  remembered  that 
hydrogen  peroxid  solutions  are  largely  used  as  mouth  washes.  If 
this  product  should  contain  an  excessive  amount  of  free  acid,  it 
would  of  necessity  exert  a  deleterious  influence  upon  the  teeth. 

Numerous  experiments  have  been  made  on  the  determination  of 
the  acidity  of  hydrogen  peroxid  solutions  by  the  pharmacopceial 
and  other  methods,  and  it  has  been  found  that  methyl  orange  could 
be  substituted  with  advantage  for  phenolphthalein  if  the  present 
pharmacopoeial  method  is  retained.  Experience  and  experiments 
furthermore  show  that  the  free  acidity  can  readily  be  determined  by 
direct  titration,  using  phenolphthalein  as  indicator,  and  there  seems 
to  be  no  good  reason  for  continuing  the  use  of  the  present  pharma- 
copoeial method. 
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NONVOLATILE    MATTER. 

The  results  show  that  a  comparatively  small  number  of  samples 
contain  an  excessive  amount  of  solids.  There  should  be  little  diffi- 
culty in  properly  adjusting  this  matter,  particularly  in  view  of  the 
fact  that  the  majority  of  those  containing  excessive  amounts  of  solid 
material  come  from  the  same  factory.  One  manufacturer  states 
definitely  that  the  amount  of  nonvolatile  matter  is  in  excess  of  that 
prescribed  by  the  Pharmacopoeia.  The  solid  material  on  examina- 
tion was  found  to  contain  one  or  more  of  the  following:  Chlorids, 
phosphates,  sulphates,  and  acetanilid.  In  no  case  was  the  presence 
of  fluorids  established,  but  in  several  instances  a  trace  of  metals  was 
noted.  Tests  made  on  the  solid  material  show  that  the  acetanilid 
was  neither  completely  decomposed  nor  volatilized  at  120°  C. 

Notwithstanding  the  fact  that  hydrogen  peroxid  solutions  are 
known  to  be  more  or  less  unstable,  some  manufacturers  place  such 
statements  as  the  following  upon  the  labels:  "Permanent,"  "Guar- 
anteed unsurpassed  in  keeping  qualities,"  '^A  permanent  *  *  * 
preparation,"  "Unsurpassed  in  strength  and  keeping  qualities," 
"Fall  10  volumes  strength,"  etc.  The  analysis  showed  that  the 
sample  bearing  the  latter  label  was  less  than  two-thirds  of  the  stand- 
ard strength.  Why  such  statements  should  be  made  in  connection 
with  products  of  this  character  is  difficult  to  understand,  since  it  is 
well  known  that  they  are  liable  to  deterioration.  It  should  be  noted, 
however,  that  this  investigation  shows  the  quality  of  medicinal 
hydrogen  peroxid  available  on  the  market  to  be,  on  the  whole,  very 
satisfactory. 


THE  PURITY  OF  GLYCERIN. 

By  L.  F.  Kebler  and  H.  C.  Fuller. 
SCOPE   OF   INVESTIGATION. 

The  question  of  the  purity  of  glycerin  has  assumed  great  impor- 
tance during  recent  years  because  of  the  extensive  use  of  this  product 
in  the  preparation  of  medicinal  agents.  This  has  been  impressed  on 
the  manufacturers  to  such  an  extent  that  the  quality  of  glycerin  on 
the  market  has  been  greatly  improved  and  the  best  grades  may  now 
be  procured  without  difficulty. 

The  claim  has  often  been  advanced  that  the  present  glycerin 
standard  is  too  rigid  and  in  certain  respects  can  rarely  be  attained; 
hence  the  Pharmacopoeia  should  be  so  modified  that  it  will  be  con- 
sistent with  conditions  which  actually  exist.  To  confirm  or  refute 
this  statement  it  was  necessary  to  investigate  the  quality  of  the 
glycerin  on  the  market  in  the  United  States,  and  to  determine  exactly 
to  what  extent  samples  from  different  sources  conformed  to  the  tests 
prescribed  in  the  Pharmacopoeia.  Another  purpose  was  to  learn 
whether  there  were  any  glycerins  which  would  not  reduce  Fehling's 
solution,  the  clami  that  no  such  article  was  obtainable  being  of  impor- 
tance owing  to  the  use  of  glycerin  in  the  preparation  of  Haines's 
solution,  an  alkaline  copper  liquid  which  has  been  recommended  for 
detectino;  su^ar  in  urine  and  whose  value  as  a  testino;  reao-ent  would 
naturally  be  impaired  if  reduction  occurred  when  no  sugar  was 
present. 

Letters  were  sent  to  manufacturers  in  different  parts  of  the  country 
requesting  samples,  the  scope  of  the  inquuy  being  outlined  suffi- 
ciently to  give  them  every  opportunity  to  submit  glycerin  of  as  high 
quality  as  possible,  together  with  any  comments  and  suggestions 
deemed  desiraHe.  When  the  examination  had  been  completed,  the 
several  dealers  who  had  responded  were  sent  analyses  of  their  own 
makes  of  glycerin,  with  a  request  for  further  criticisms  before  the 
pubhcation  of  the  results.  Samples  were  received  from  the  following 
11  firms  in  the  United  States,  two  additional  samples  of  foreign 
manufacture  having  been  purchased  on  the  open  market: 

Armour  Soap  Works,  Chicago  (two  samples). 
Colgate  &  Co.,  New  York. 

Harshaw,  Fuller  &  Goodwin  Co.,  Cleveland,  Ohio. 
Wm.  A.  Jobbins,  Aurora,  111. 
Jas.  S.  Kirk  &  Co.,  Chicago. 
Larkin  Co.,  Buffalo,  N.  Y.  (two  samples). 
Marx  &  Rawolle,  New  York. 

Peet  Bros.  Manufacturing  Co.,  Kansas  City,  Kans. 
24 
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Powers,  Weigh tman,  Rosengarten  Co.,  Philadelphia. 

Procter  &  Gamble  Co.,  Cincinnati,  Ohio. 

M.  Werk  Co.,  Cincinnati,  Ohio.  • 

E.  Schering,  Berlin,  Germany. 

Price's  Patent  Candle  Co.,  London,  England. 

DISCUSSION   OF   METHODS   AND   RESULTS. 

The  samples  were  examined  first  according  to  the  methods  pre- 
scribed in  the  Pharmacopoeia.  A  rigid  examination  was  made  for 
arsenic  in  order  to  determine  whether  even  traces  of  this  substance 
were  left  in  the  glycerin;  special  tests  were  made  to  note  the  action 
on  Fehling's  solution,  and  a  sample  of  Haines's  solution  was  made 
up  with  each  product.  The  physical  appearance  was  good  in  every 
instance.  The  samples  were  all  neutral  to  litmus  paper.  The 
specific  gravities  at  25°  C.  varied  from  1.248  to  1.258,  in  most  cases 
being  above  1.250,  with  an  average  of  1.254.  In  this  respect  they 
were  all  above  the  standard  requirement  ofl.246at25°C. 

The  pharmacopoeial  test  for  sugar  gave  negative  results,  as  would 
be  expected.  Experiments  were  then  conducted,  noting  the  action 
on  Fehling's  solution,  using  concentrated  and  diluted  glycerin  and 
without  previously  heating  with  acid  as  in  performing  the  sugar 
test.  Two  samples  which  reduced  Fehling's  solution  in  the  undi- 
luted state  gave  no  reduction  on  dilution;  two  reduced  the  solution 
on  diluting,  but  did  not  in  the  concentrated  condition;  three  showed 
no  reduction  either  diluted  or  undiluted;  while  the  remainder 
reduced  Fehling's  solution  under  any  condition.  Several  of  the  sam- 
ples which  reduced  Fehling's  solution  in  the  undiluted  condition 
had  reduced  ammoniacal  silver  nitrate  in  the  Hager  test.^  Haines's 
solution,  when  made  according  to  directions  given  in  works  on 
urinalysis  ^  was  reduced  in  every  instance,  thereby  substantiating 
the  claims  which  had  already  been  advanced  in  this  connection.^ 

Most  of  the  samples  were  well  within  the  requirements  as  to  the 
color  imparted  by  concentrated  sulphuric  acid,  various  shades  of 
yellow  occurring.  One  sample  was  dark  brown  and  fluorescent, 
while  another  turned  brown  and  gave  off  a  strong  fatty  odor.  In 
fact,  the  odor  varied  more  than  the  color,  some  samples  having  the 
fatty  odor  just  mentioned,  while  others  had  an  unmistakably  pleasant 
aromatic  smell;  four  had  a  characteristic  hydrocarbon  odor,  and  in 
one  instance  the  product  was  practically  without  color  or  odor,  but 
evolved  a  quantity  of  minute  gas  bubbles.  When  the  samples  were 
treated  with  alcohol  and  sulphuric  acid  and  warmed  on  the  steam 
bath  ethereal  odors  were  noted  in  all  cases,  the  unpleasant  butyric 
ester  predominating,  although  with  two  samples  an  agreeable  fatty 

a  Handbuch  der  Phann.  Praxis,  4t]i  ed.,  1905, 1:  1221. 

b  Purdy,  R.  G.,  Practical  urinalysis  and  urinary  diagnosis.    1895,  p.  103. 

c  Mayer,  J.  L.,  The  reducing  action  of  glycerin,  Merck's  Report,  1905, 14:  165. 

21450°— Bull.  150—12 4 
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odor  was  noticed.  In  certain  instances  this  test  ran  parallel  with 
the  former  one,  in  that  samples  which  gave  scarcely  any  color  or 
odor  with  sulphuric  acid  gave  but  a  slight  ethereal  odor,  but  for 
the  most  part  the  tests  were  entirely  at  variance,  as  will  be  noted  on 
examining  the  table  on  page  27.  When  simply  heated  on  the  steam 
bath  marked  differences  in  odor  were  noted,  four  samples  gave  off 
a  slight  odor  of  no  particular  character,  two  an  aromatic  odor,  and 
the  remainder  a  fatty  odor  of  varying  intensity. 

A  reaction  was  obtained  showing  a  slight  trace  of  sulphates  in 
five  products,  a  trace  of  chlorids  in  two,  and  a  reduction  of  silver 
nitrate  in  five,  this  being  very  marked  with  one  specimen;  oxalates 
were  indicated  in  two  samples  from  the  same  manufacturer;  heav}^ 
metals  were  shown  in  three  cases,  while  six  gave  no  reactions  for 
metals  or  acids. 

Only  one  sample  showed  the  presence  of  objectionable  amounts  of 
arsenic,  and  this  was  of  foreign  make  and  labeled  '^  arsenic  free." 
The  Marsh  test  was  rigidly  applied  to  every  glycerin  in  order  to 
determine  how  completely  the  arsenic  had  been  eliminated;  six 
specimens  gave  no  mirror,  and  the  others,  with  the  exception  of  the 
one  above  mentioned,  contained  less  than  one  part  in  a  million. 
It  is  of  interest  to  note  that  of  two  samples  submitted  by  one  manu- 
facturer one  contained  arsenic  and  the  other  did  not. 

Satisfactory  results  seemed  impossible  with  the  pharmacopceial 
test  using  ammoniacal  silver  nitrate;  reduction  took  place  in  every 
instance,  and  it  was  apparent  that  no  significant  conclusions  could  be 
drawn  from  its  use.  According^  it  was  abandoned  for  the  test 
described  by  Hager,^  with  which  better  comparative  results  were 
obtained.  Five  cubic  centimeters  of  the  sample  were  mixed  with  5 
cc  of  26  per  cent  ammonia  water  and  5  drops  of  silver  nitrate  added; 
the  mixture  was  allowed  to  stand  at  the  ordinary  temperature  in  the 
dark  for  15  minutes  and  its  appearance  noted.  There  was  no  reduc- 
tion of  the  silver  nitrate  in  six  cases,  and  a  marked  reduction  in  two, 
the  other  samples  being  slightly  colored. 

ANALYTICAL   DATA. 

The  investigation  showed  that  glycerin  could  be  produced  which 
would  answer  all  of  the  pharmacopceial  requirements  with  the 
exception  of  the  ammoniacal  silver  nitrate  test.  It  also  showed 
that  although  some  glycerins  gave  off  a  fruity  odor  when  treated 
with  alcohol  and  sulphuric  acid,  they  were  otherwise  of  good  quality; 
therefore  the  wording  of  this  test  should  be  modified  in  order  to 
include  the  disagreeable  butyric  odor  as  it  now  discriminates  only 
against  a ''fruity  odor." 

o  Loc,  cit. 
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COMMENTS   BY   MANUFACTURERS. 

Replies  were  received  from  all  of  the  manufacturers  whose  goods 
were  examined.  The  following  excerpts  from  these  letters  are  of 
interest.  This  investigation  shows  that  the  glycerin  available  on  the 
American  market  is  of  excellent  quality,  the  one  sample  v/hich  was 
materially  defective  being  of  foreign  origin. 

Colgate  &  Co. 

We  would  call  attention  to  the  fact  that  the  directions  for  Fehling's  test  as  given 
by  the  U.  S.  P.  are  not  explicit  enough,  as  it  is  not  stated  whether  the  mixture  is  to 
stand  for  six  hours  at  ordinary  temperature  or  on  the  water  bath.  The  test  is  entirely 
uncalled  for,  as  any  C.  P.  glycerin  should  leave  but  a  very  slight  residue  seldom 
over  0.01  per  cent  on  being  allowed  to  bum  off  spontaneously,  and  if  any  sugar  were 
present  it,  as  well  as  other  nonvolatile  impurities,  would  show  in  the  amount  of  residue. 
Silver  tests,  and  ammoniacal  silver  tests,  are  unreliable,  as  it  is  easy  to  get  results 
ranging  from  no  coloration  to  a  heavy  mirror  of  silver  on  the  same  glycerin  by  slight 
variations  in  the  method  of  testing.  The  test  is  no  criterion  for  the  presence  of  acro- 
lein, as  it  is  easy  to  work  the  test  so  as  to  give  a  heavy  silver  mirror  with  any  glycerin 
made,  although  acrolein  may  be  entirely  absent.  I  will  add  that  the  sample  of 
glycerin  we  sent  you  gave  no  appreciable  reduction  when  we  tested  it  with  ammoniacal 
silver  nitrate  U.  S,  P. 

The  mixing  of  glycerin  with  an  equal  volume  of  concentrated  sulphuric  acid  is 
another  test  which  is  apt  to  give  very  erratic  results. 

In  reference  to  specific  gravity  it  should  be  mentioned  that  the  specific  gravity  given 

in  the  U.  S.  P.  as  corresponding  to  95  per  cent  glycerin  is  not  correct  within  1  per 

cent  of  glycerin,  but  was  calculated  from  old,  inaccurate  tables.     Of  the  published 

20°  C 
tables,  that  of  Nicol  at  '  is  most  accurate,  being  very  nearly  correct. 

20    C 

Now  that  the  U.  S.  P.  has  become  the  legal  standard,  it  is  desirable  that  the  tests 

should  be  rational  in  every  particular,  and  that  they  should  be  so  rigid  as  to  exclude 

inferior  goods,  and  on  the  oth6r  hand  should  require  no  unnecessary  tests  and  no  tests 

apt  to  give  erratic  results. 

Comments  hy  the  autJiors. — The  application  of  the  designation 
'^C.  P."  to  the  available  glycerin  misrepresents  the  facts  and  should 
therefore  be  discontinued. 

The  Harshaw,  Fuller  &  Goodwin  Co. 

Under  date  of  May  18,  1907,  we  forwarded  to  you  a  sample  of  our  glycerin,  which 
represented  the  average  run  of  goods  we  were  at  that  time  turning  out.  This,  how- 
ever, was  nearly  two  years  ago,  and  since  that  time  we  have  been  constantly  endeav- 
oring to  improve  our  product.  We  have  succeeded  so  far  as  sulphate  is  concerned, 
, Your  analysis  of  the  sample  referred  to  states  that  it  showed  a  trace  of  sulphate.  An 
analysis  of  our  present  product  would  not  show  this. 

;  With  reference  to  butyric  acid,  it  seems  impossible  to  entirely  eliminate  this.  In 
operating  our  glycerin  refinery,  we  must  purchase  our  crude  material  from  a  great 
number  of  producers  located  in  France,  Italy,  Spain,  Germany,  South  America,  and 
elsewhere.  No  two  of  them  make  exactly  the  same  product.  There  are  certain  pro- 
ducers who  make  such,  an  excellent  quality  of  crude  that  it  is  possible  for  us  to  pro- 
duce from  it  a  refined  glycerin  without  any  objectionable  features.  The  quantity  of 
this  material,  however,  is  comparatively  small,  and  while  we  could  send  you  a  sample 
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made  from  it,  which  would  test  as  above,  yet  it  would  not  fairly  represent  an  average 
product, 

William  F.  Jobbins,  (Inc.). 

Definite,  fixed  limits  of  impurities  should  be  prescribed  and  taste  and  odor  tests 
eliminated,  as  two  different  individuals  almost  invariably  have  a  widely  different 
sense  of  taste  or  smell.  One  chemist  will  sometimes  be  of  opinion  there  is  a  foreign 
taste  or  smell,  while  another  can  detect  neither. 

As  the  glycerin  industry  throughout  the  world  has  been  revolutionized  by  our 
patented  processes  and  machinery,  which  have  gradually  been  adopted  during  the 
last  past  15  years,  and  are  now  almost  exclusively  used  by  glycerin  producers,  we 
submit  we  speak  as  recognized  authorities  on  the  subject,  and  beg  to  suggest  that 
the  Pharmacopoeia  requirements  be  changed,  as  follows: 

Specific  gravity  not  less  than  1.258  at  15°  C.  (60°  F.),  the  specific  gravity  to  be. 
ascertained  by  means  of  a  ^Yestphal  specific  gravity  balance,  all  materials  being  at 
the  temperature  of  the  room,  the  value  found  being  reduced  to  the  value  at  15°  C.  by 
adding  a  product  represented  by  (temperature  —  15)  X  0.000581. 

Carbonacecus  residue,  including  mineral  and  readily  carbonizable  impurities,  not  to 
exceed  0.009  per  cent.  Test:  Weigh  50  grams  of  glycerin  in  a  tared  platinum  dish, 
heat  cautiously  until  it  inflames,  then  remove  the  source  of  heat  (preferably  Bunsen 
burner)  and  allow  the  glycerin  to  bum  away  in  a  place  free  from  draft;  transfer  the 
dish  to  a  desiccator  and  when  cool  weigh. 

Ash,  including  chlorids,  not  to  exceed  0.005  per  cent.  Test:  Ignite  the  carbona- 
ceous residue  at  a  red  heat  till  it  ceases  to  lose  weight;  then  transfer  to  a  desiccator 
and  when  cold  weigh. 

Chlorids,  not  to  exceed  0.001  per  cent,  figured  as  NaCl.  Test:  Put  the  ash  in  100 
cc  distilled  water,  make  slightly  acid  with  HNO3,  add  two  or  three  drops  of  a  cold, 
saturated  solution  of  neutral  chromate  of  potassium  as  indicator,  then  run  in  from 
accurately  calibrated  burette  one-tenth  normal  silver  nitrate  volumetric  solution  till 
tinge  of  permanent  red  color  appears.  The  cubic  centimeter  of  one-tenth  normal 
silver  nitrate  volumetric  solution  used  multiplied  by  0.005806  for  each  cubic  centi- 
meter, and  then  by  2,  giving  the  percentage  of  chlorin  as  sodium  chlorids. 

Total  acid  equiA^alent,  in  terms  of  NaOH,  not  to  exceed  0.02  per  cent.  Test: 
Weigh  100  grams  of  the  glycerin,  add  100  cc  of  distilled  water  and  a  few  drops  of 
phenolphthalein  solution  as  indicator.  Run  in  an  excess  of  one-tenth  normal  NaOH 
solution  (3.976  grams  of  NaOH  to  1  liter)  from  a  burette,  boil  for  three  minutes  over 
Bunsen  burner,  then  titrate  with  tenth  normal  H2SO4  solution  (4.8675  grams  per  liter) 
run  in  from  a  burette,  until  pink  color  just  disappears.  The  NaOH  solution  used, 
less  the  H2SO4  solution  used,  must  not  exceed  5  cc  to  neutralize. 

In  addition  to  the  foregoing  tests  an  aqueous  solution  (1  cc  of  glycerin  to  10  cc  of 
distilled  water)  with  5  cc  of  tenth-normal  silver  nitrate  volumetric  solution,  the  mix- 
ture shaken  and  placed  in  a  dark  place  for  10  minutes,  may  assume  a  slight  pink  or 
gray  tinge,  but  must  not  turn  red  nor  black,  nor  give  a  precipitate.  The  glycerin  shall 
then  be  considered  chemically  pure  and  free  from  chlorids,  acids,  or  other  impurities. 

These  tests  cover  ail  possible  impurities  to  be  foimd  in  C.  P.  glycerin,  and  being  set 
forth  with  definiteness  leave  no  latitude  for  controversy  between  chemists,  and  insure 
a  glycerin  of  such  purity  as  is  applicable  in  the  use  of  medicines,  foods,  or  drugs,  and 
are  requirements  which  no  honest  refiner  of  glycerin  can  possibly  make  objection  to, 
and  are,  in  fact,  the  tests  by  which  the  leading  glycerin  refiners  are  governed. 

American  glycerin  is  equal  to  any  foreign  glycerin.  Regarding  test  with  Fehling's 
solution,  we  have  to  say  that  same  is  no  longer  employed.  If  adulterated  with  sugar 
it  would  increase  the  carbonaceous  residue  beyond  the  recognized  limit,  so  sugar 
adulteration  is  provided  against  by  the  carbonaceous  residue  test. 
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J.  C.  Larkin  Co. 


In  looking  back  over  our  tests  we  find  one  made  on  the  batch  of  glycerin  from  which 
the  sample  forwarded  you  was  taken.  We  find  that  this  test  indicates  the  glycerin 
to  be  very  much  better  quality  than  your  tests  show.  Of  course,  the  matter  of  odor, 
darkness  of  color  when  mixed  with  sulphuric  acid,  etc.,  is  largely  a  matter  of  judg- 
ment, and  the  tests  are  not  specific  enough  to  enable  two  independent  operators  to 
check  exactly  their  results.  For  instance,  what  you  might  consider  a  strong  odor,  or 
a  dark  color,  might  not  be  so  considered  by  our  chemist,  etc. 

We  note,  however,  that  you  state  that  this  glycerin  reduces  ammoniacal  silver 
nitrate  when  tested  by  the  U.  S.  P.  method.  We  never  turned  out  a  glycerin,  as  far 
as  we  are  aware,  that  responded  to  this  test.  We  are  making  tests  of  our  glycerin 
continually  as  we  produce  it,  and  looking  back  over  our  files  we  can  not  find  a  single 
test  which  shows  a  quality  as  poor  as  your  tests  would  indicate.  We  would  call  your 
attention  to  the  fact  that,  as  far  as  we  can  learn,  the  sample  of  the  glycerin  which  you 
have  tested  is  almost  two  years  old.  We  can  not  tell  what  happened  to  it  during  the 
interval  after  it  left  our  hands  and  was  tested  by  you. 

Peet  Bros.  Manufacturing  Co. 

It  is  barely  possible  that  our  C.  P.  glycerin  contains  a  trace  of  sodium  chlorid,  but 
it  is  almost  inconceivable  that  it  should  contain  a  trace  of  sulphate,  as  we  use  muriatic 
acid  exclusively  in  its  preparation,  with  the  resultant  conversion  of  any  sulphate 
which  might  be  present  into  chlorids. 

Also  notice  you  mention  a  slight  trace  of  arsenic.  We  would  like  to  ask  what  test 
was  used  in  ariiving  at  this  conclusion? 

Powers,  Weightman,  Rosengarten  Co. 

Referring  to  your  favor  of  the  10th  instant,  regarding  the  report  of  examination  by 
the  Department  of  Agriculture  on  our  sample  of  glycerin,  we  would  advise  that  some 
of  our  tests  agree  with  those  made  by  the  department,  but  vary  in  others  as  follows: 

Test  3:  D.  A. — Strong  aromatic  odor  on  heating  at  temperature  of  water  bath. 
P.  W.  R. — Slight  odor  of  volatile  fat  acids  on  heating  at  water  bath  temperature. 

Test  4:  D.  A. — Unpleasant  ethereal  odor  on  warming  with  alcohol  and  sulphuric 
acid.     P.  W.  R. — Pleasant  ethereal  odor  on  warming  with  alcohol  and  sulphuric  acid. 

Test  5:  D.  A. — Dark  yellow  color  with  strong  odor  when  mixed  with  equal  volume 
of  sulphuric  acid  in  the  cold.  P.  W.  R. — Dark  yellow  color  and  mild  odor  when 
mixed  with  equal  volume  of  sulphuric  acid  without  heating  (the  mixture  becomes 
hot  when  mixed).     Pale  yellow  and  faint  odor  when  mixture  is  kept  cold  with  water. 

Test  6:  D.  A. — Reduces  ammoniacal  silver  nitrate  U.  S.  P.  test.  P.  W.  R. — This 
test  is  doubtful.     No  reaction  reported  in  two  tests  out  of  three. 

Test  7:  D.  A. — Slight  color  with  ammoniacal  silver  nitrate,  Hager's  directions. 
P.  W.  R. — No  reaction.  Hager's  directions  rather  vague;  there  may  be  a  reaction 
under  some  conditions  of  applying  the  test. 

Test  10:  D.  A. — Reduces  Fehling's  solution  in  the  cold  on  standing,  no  reduction 
on  heating.     P.  W.  R. — No  reduction,  either  hot  or  cold. 

Test  11:  D.  A. — Reduces  Fehling's  solution  made  according  to  Haine;  sugar  none. 
P.  W.  R. — Does  not  reduce  Fehling's  solution  made  according  to  Haine. 

Of  course  the  same  sample  was  not  used  in  both  instances,  which  doubtless  accounts 
for  some  of  the  differences  shown  above.  However,  both  tests  seem  to  agree  that  the 
glycerin  contains  the  merest  trace  of  a  fat  acid,  which  most  likely  is  butyric. 

Price's  Patent  Candle  Co.  (Ltd.). 

We  may  say  at  once  that  the  results  differ  so  widely  from  those  obtained  from  the 
examination  of  our  current  make,  all  of  which  is  carefully  tested  before  issue,  that 
we  are  quite  at  a  loss  to  understand  the  divergence. 
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SCHERING    &    GlATZ. 

*  *  *  We  had  lengthy  correspondence  with  Messrs.  Schering  in  1905  and  1907, 
relative  to  their  glycerin,  and  they  reported  that  their  product  complies  with  every 
test  of  the  U.  S.  Pharmacopoeia,  save  that  for  fatty  acids.  This  test  they  consider 
extravagant  and  impossible  to  comply  with,  therefore  labeling  their  product,  as  per 
specimen  inclosed:  "Schering's  glycerin,  thrice  distilled,  complies  with  every  test  of 
the  U.  S.  Pharmacopoeia,  excepting  the  one  for  volatile  fatty  acid,  which  is  not  made 
by  the  pharmacopoeia  of  any  other  country.  While  this  test  may  show  the  presence 
of  minute  quantities  of  fatty  acids,  these  are  so  infinitesimal  that  they  are  wholly 
without  significance.     No  glycerin,  so  far  as  we  know,  responds  to  this  test." 

Reverting  to  your  esteemed  communication  of  the  10th  ult.,  we  would  say  that  the 
Chemische  Fabrik  auf  Action  (vorm.  E.  Schering)  in  Berlin,  beg  to  comment  as 
follows  on  your  findings  relative  to  their  glycerin : 

^'Slight  odor  on  heating  at  temperature  of  water  hath. — It  is  not  stated  that  the  odor 
noticed  was  an  unpleasant  one.  Doubtless  most  products  will  show  an  odor  upon 
warming,  no  matter  how  pure  and  how  odorless  in  the  cold  state. 

"Slight  fatty  ethereal  odor  on  warming  with  alcohol  and  sulphuric  acid. — Minimal 
ti-aces  of  fatty  acids  are  contained  in  every  distilled  glycerin.  Our  repeated  request 
to  send  us  any  glycerin  which  is  absolutely  free  from  fatty  acid,  you  have  not  been 
able  to  comply  with. 

''  Yellow  color  with  slight  fatty  odor  when  mixed  with  an  equal  volume  of  sulphuric  acid 
in  the  cold. — A  yellowish  coloration  on  mixing  glycerin  with  concentrated  sulphuric 
acid  is  unavoidable  and  has  been  declared  admissible  by  the  U.  S.  Pharmacopoeia. 

"  Traces  of  heavy  metals. — It  may  be  conceded  that  our  glycerin  contains  traces  of 
heavy  metals.  So  long  as  vessels  made  of  heavy  metals  are  used,  this  will  not  be 
preventable.  But  the  method  of  test  of  the  U.  S.  Pharmacopoeia  is  of  such  a  nature 
that  discoloration  upon  addition  of  hydrogen  sulphid  may  also  be  due  to  the  presence 
of  organic  substance,  or  the  glycerin  itself. 

' '  Arsenic. — It  has  not  been  found  possible  in  our  analytical  laboratory  to  demonstrate 
in  unequivocal  manner  the  presence  of  arsenic  in  our  chemically  pure  glycerin.  But 
if  the  finding  of  '0.4  part  per  million'  is  correct,  the  glycerin  abundantly  fulfils  the 

revisions  of  the  U.  S.  P.  on  this  point. 

"Reduces  vjith  ammoniacal  silver  nitrate,  U.  S.  P.  test  and  Hager^s  directions. — Regard- 
ing the  behavior  of  ammoniacal  silver  solution  to  glycerin  a  great  deal  has  been  pub- 
lished, but  the  matter  is  still  unclear.  Inasmuch  as  refined  glycerins,  which  are  far 
less  pure  than  distilled  glycerins,  do  not  reduce,  the  test  is  generally  not  considered 
of  importance. 

"Reduces  with  Fehling^s  solution. — It  would  be  interesting  to  learn  how  this  test  was 
made.  Inasmuch  as  Dr.  Wiley's  analysis  showed  no  sugar  and  as  we  ourselves  know 
that  none  is  present,  we  do  not  understand  the  object  of  the  test.  That  glycerin  is  a 
readily  oxidizable  body  and  therefore  has  a  reducing  action,  must,  of  course,  not  be 

overlooked." 

CONCLUSIONS. 

It  appears  from  this  investigation  that  a  high  grade  glycerin  should 
meet  the  following  requirements : 

Its  specific  gravity  should  be  about  1.250  at  25°  C. 

It  should  be  neutral  to  litmus  paper. 

It  should  leave  no  ash  on  ignition. 

It  should  give  off  but  a  slight  odor  when  heated  alone  at  the  tem- 
perature of  the  water  bath. 
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It  should  not  give  off  an  unpleasant  ethereal  odor  nor  a  strong 
fruity  odor  when  warmed  with  alcohol  and  sulphuric  acid. 

It  should  not  develop  more  than  a  yellow  color  when  mixed  with 
an  equal  volume  of  sulphuric  acid  and  no  disagreeable  odor  should  be 
evolved. 

When  treated  with  silver  nitrate  and  ammonium  hydroxid,  accord- 
ing to  Hager,  no  color,  or  at  most  only  a  yellow  color,  should  develop. 

It  should  give  no  reaction  for  sulphates,  chlorids,  oxalates,  or 
metals. 

It  should  give  no  reaction  for  sugars. 

When  diluted  with  an  equal  volume  of  water  it  should  give  no 
reduction  with  Fehling's  solution. 

It  should  not  contain  arsenic  in  excess  of  the  limit  prescribed  in 
the  Pharmacopoeia. 
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NOTES  ON  TWO  IMPORTANT  AIKALOIDAL  REACTIONS. 

By  H.  C.  Fuller. 

During  the  systematic  analysis  of  a  large  number  of  pharma- 
ceutical products  it  has  been  apparent  from  time  to  tune  that  certain 
of  the  s,tan(iard  reactions  employed  as  a  means  of  identification  of 
alkaloids  can  not  be  relied  upon  absolutely  and  in  all  circumstances. 
The  tests  in  question  are  the  YitaH  color  reaction  given  by  atropin 
and  the  oxidation  reaction  of  sulphuric  acid  and  potassium  bichro- 
mate on  strychnin.  TThen  the  ingredients  of  certain  medicines  were 
separated,  and  tests  subsequently  applied  in  order  to  establish  the 
identity  of  the  unknown  substances,  residues  were  found  to  give 
a  purple  color  with  alcohoHc  potash  very  characteristic  of  atropin, 
yet  neither  atropin  nor  belladonna  extract  had  been  added  to  the 
preparation,  and  in  other  instances  on  treating  a  residue  with  sul- 
phuric acid  and  potassium  bichromate  a  characteristic  purple  color 
was  obtained,  yet  neither  strychnin  nor  nux  vomica  was  foimd. 
These  facts  become  especially  important  in  forensic  work  where,  in 
many  instances,  the  analyst  has  a  comparatively  small  sample  at  liis 
disposal,  and  often  the  proportion  of  alkaloidal  substances  is  not 
large. 

Allen  ^  says  in  connection  with  Yitali's  reaction: 

The  ^dolet  reaction  is  almost  peculiar  to  atropin  and  its  isomers.  Out  of  some  60 
alkaloids  examined  none  others  were  found  to  give  a  ^dolet  coloration.  Stiychnin 
gives  a  red,  bnicin  a  greenish,  and  homatropin  a  yellow  color  when  similarly  treated, 

while  Menegazzi  ^  holds  that  strychnin  acts  similarly  to  atropin. 

Beckmann  ^  states  that  on  evaporating  veratrin  with  nitric  acid 
a  yellow  residue  is  left  which  on  the  addition  of  alcohohc  potash  gives 
a  violet  color  that  quickly  changes  to  a  cherry  red  and  gradually 
becomes  brown. 

Allen,  commenting  on  the  sulphuric-acid  bicliromate  test,  states 
that  ''colocynth  resin  gives  a  very  similar  reaction  to  strychnm,  but 
is  readily  detected  by  agitating  the  acidulated  solution  with  benzene 
or  ether." 

The  similarity  of  the  action  of  the  alkaloids  of  gelsemium  and  of 
berberin  has  been  mentioned  in  the  hterature  from  time  to  time. 

In  order  to  determine  which  of  the  drug  extracts  in  common  use 
yield  substances  responding  to  the  reactions  in  question,  a  series  of 

a  Comiuerical  organic  analysis,  1907,  vol.  3,  pt.  2,  p.  258. 
b  Ber.  d.  chem.  Ges.,  1S94,  27  (4):275. 
c  Arcliiv.  phann.,  1SS6,  224;  :4S1. 
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experiments  was  conducted  with  some  of  the  ordinary  drug  products 
employed  in  the  manufacture  of  galenical  preparations.  It  was 
deemed  advisable  to  work  with  the  drug  itself  and  not  with  the  puri- 
fied alkaloid,  as  the  former  is  generally  used  in  the  class  of  products 
under  consideration.  An  alcoholic  extract  of  the  drug  was  evapo- 
rated cautiously  until  the  alcohol  had  been  driven  off.  The  residue 
was  then  digested  with  normal  sulphuric  acid  and  filtered  into  a 
separator.  To  remove  the  basic  constituents,  ammonium  hydroxid 
was  added  in  excess  and  the  solution  shaken  three  times  with  Prolius 
mixture.  The  solvent  was  filtered  and  evaporated,  and  the  residue 
dissolved  in  normal  sulphuric  acid.  The  solution  was  filtered  into  a 
separator  and  shaken  out,  first  with  chloroform  and  then  with  petro- 
leum ether.  Ammonia  was  then  added  in  excess  and  the  solution 
shaken  out  successively  with  three  portions  each  of  petroleum  ether 
(boiling  at  30°  to  50°  C.)  and  chloroform.  The  solvent  solutions 
were  washed  with  water  and  then  filtered  and  evaporated.  The  resi- 
dues thus  obtained  were  practically  free  from  any  material  other  than 
that  of  an  alkaloidal  nature,  and  were  virtually  of  the  same  character 
as  those  obtained  in  making  a  systematic  analysis  of  a  medicine. 
Portions  of  these  residues  were  treated,  according  to  the  customary 
methods  of  analysis,  with  nitric  acid  and,  after  evaporation,  with  alco- 
holic potash;  also  with  sulphuric  acid  and  potassium  bichromate. 

In  the  case  of  the  Vitali  reaction,  working  with  the  portion  removed 
by  the  petroleum  ether,  the  addition  of  alcoholic  potash  to  the  dry 
residue  gave  a  purple  color  in  the  case  of  extracts  of  belladonna,  coca, 
nux  vomica,  and  yohimbe.  The  material  obtained  from  aconite, 
cinchona,  colchicum,  colocynth,  conium,  gelsemium,  gentian, 
hydrastis,  ipecac,  opium,  physostigma,  pilocarpus,  sanguinaria,  and 
Veratrum  viride  gave  no  reaction  of  this  character.  The  portion 
removed  by  the  chloroform  gave  a  purple  color  in  the  cases  of  bella- 
donna and  yohimbe,  but  not  with  nux  vomica  or  coca.  The  color 
with  nux  vomica  was  very  red.  Colchicum,  though  the  bulk  of  the 
alkaloid  had  been  previously  taken  out  of  acid  solution  by  chloroform, 
gave  a  residue  which  showed  a  faint  purple  tint,  and  cinchona  a  pale 
purplish  pink. 

In  the  case  of  sulphuric- acid  bichromate  reaction  the  petroleum 
ether  residues  from  nux  vomica,  gelsemium,  and  yohimbe  gave  a 
purple  color.  The  chloroform  residues  from  the  same  drugs  and  from 
hydrastis  acted  similarly.  Colocynth  yielded  a  substance  which 
developed  a  pinkish  purple  on  standing,  but  it  did  not  resemble  the 
usual  strychnin  test.  The  reaction  in  the  case  of  colocynth  was  ob- 
tained with  a  sample  which  had  previously  been  shaken  three  times 
with  chloroform  in  acid  solution.  The  extract  from  sanguinaria  gave 
a  pale  purple  color  visible  in  thin  layers.  The  residue  obtained  from 
opium  gave  a  slight  purple  color  most  prominent  in  thin  layers.     No 
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similar  reactions  were  obtained  with  any  of  the  other  drugs  men- 
tioned. 

These  facts  are,  as  previously  stated,  especially  important  when 
only  small  quantities  of  material  are  available,  and  further  complica- 
tions arise  when  mixtures  are  under  examination.  The  similarity 
of  the  colors  given  by  the  coca  and  belladonna  alkaloids  is  of  special 
interest  inasmuch  as  they  are  often  found  together.  However,  if 
cocain  is  present  it  will  be  at  once  apparent  by  the  characteristic 
odor  of  ethyl  benzoate,  wliich  is  given  off  on  the  addition  of  the  alco- 
holic potash,  and,  fiu"thermore,  the  physiological  effect  on  the  tongue, 
together  with  the  microscopic  examination  of  its  well-known  salts, 
will  substantiate  its  identity.  The  mydriatic  effect  of  atropin  can 
not  be  relied  upon  as  an  absolute  proof  of  its  presence  in  a  mixture  of 
this  kind,  because  cocain  has  mydriatic  properties,  but  atropm  is 
much  less  soluble  in  petroleum  ether  than  is  cocain,  and  while  two  or 
three  shakings  with  the  solvent  will  usually  remove  the  cocain  and 
leave  notliing  in  the  coca  extract  giving  Vitali's  test  to  go  into  the 
chloroform  solution,  most  of  the  atropin  will  be  left  in  solution  and 
when  removed  by  the  cliloroform  may  be  identified  by  this  reaction, 
by  its  characteristic  microscopic  salts,  and  by  other  tests.  It  should 
be  remarked  that  the  purple  color  was  obtained  only  when  working 
with  coca  extract.  The  alkaloids  cocain  and  tropacocain  purchased 
on  the  market  did  not  respond  to  this  reaction,  and  in  fact  a  very  pure 
petroleum  ether  residue  was  foimd  to  give  but  a  slight  purple  color. 

In  the  case  of  nux  vomica  and  belladonna  the  difference  in  the 
physiological  properties  of  the  alkaloids  taken  in  conjunction  with 
their  characteristic  microscopic  salts  would  be  sufficient  to  remove 
any  doubt  as  to  whether  one  or  both  of  these  drugs  were  present.  In 
this  connection  it  is  of  interest  to  note  that  pure  stryclinin  was 
found  to  give  the  Vitali  reaction  the  same  as  the  extract  from  nux 
vomica. 

If  a  mixture  of  coca,  belladonna,  and  nux  vomica  is  suspected,  the 
identification  of  the  atropin  presents  greater  difficulties;  or  if  one 
finds  both  cocain  and  strychnin  in  a  product,  it  is  not  always  an  easy 
matter  to  state  absolutely  whether  atropin  is  or  is  not  present. 
Careful  examination  of  the  microscopic  appearance  of  the  precipi- 
tates given  with  the  different  alkaloidai  reagents  is  necessary,  together 
with  further  substantiation  by  the  physiological  action  of  the  chloro- 
form residue  on  the  pupil  of  the  eye,  after  it  has  been  fuUy  estab- 
lished that  the  cocain  has  previously  been  removed  by  petroleum 
ether. 

When  experimenting  with  a  mixture  of  this  description  the  atropin 
may  be  separated  by  obtaining  a  concentrated  solution  of  the  alka- 
loids in  dfiute  sulphuric  acid  and  precipitating  the  strychnin  and 
cocain  by  platinic  chlorid.     Atropin  is  not  thrown  down,  and  by 
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filtering,  adding  ammonium  hydroxid  to  the  filtrate,  and  again 
filtering,  the  alkaloid  may  be  obtained  in  a  very  pure  condition,  by 
shaking  out  with  chloroform. 

The  writer  was  unable  to  confirm  the  reactions  obtained  by  Beck- 
mann  with  the  alkaloids  of  veratrum  veride. 

The  similarity  in  the  reactions  of  yohimbin  and  strychnin  are  of 
interest,  as  the  drug  containing  the  former  alkaloid  has  of  late  been 
exploited  as  a  remedial  agent  for  the  same  purposes  for  which 
strychnin  has  been  used.  It  has  been  claimed  to  possess  aphrodisiac 
properties,  and  might  well  be  suspected  in  mixtures  advertised  for 
tonics  and  the  like.  When  working  with  small  quantities  the  two 
reactions  of  yohimbin  were  so  much  like  those  given  by  strychnin 
that  one  could  not  draw  any  conclusion  as  to  which  alkaloid  was 
present.  In  the  case  of  the  oxidation  reaction  the  play  of  colors  was 
different,  however,  pure  yohimbin  giving  first  a  purple,  then  a  red- 
dish shade  changing  to  olive  green,  and  if  a  large  quantity  was  present 
the  color  was  indigo  blue,  which  soon  changed  to  olive  green.  The 
reaction  with  ammonium  vanadate  was  so  nearly  identical  with  that 
given  by  strychnin  that  no  distinction  could  be  drawn  with  any 
safety.  With  nitric  acid  and  alcoholic  potash  a  purple  color  appeared 
at  once  changing  to  a  reddish  shade,  and  with  large  quantities  the 
purple  changed  to  a  chocolate  which  became  black  on  warming. 

Yohimbin  forms  very  few  salts  which  have  any  characteristic  form 
under  the  microscope,  while  those  given  by  strychnin  are  well  defined 
and  can  be  distinguished  readily.  Furthermore,  yohimbin  does  not 
act  the  same  as  strychnin  physiologically,  neither  does  it  possess  the 
mydriatic  properties  of  the  belladonna  alkaloids.  It  does  not  resem- 
ble the  coca  alkaloids  further  than  by  giving  the  purple  color  with  alco- 
holic potash,  for  on  evaporation  of  the  solvent  it  is  left  as  a  solid 
mass,  while  the  coca  bases  remain  in  a  semiliquid  condition  for  some 
time.  It  is  further  distinguished  from  cocain  by  not  giving  the  ethyl 
benzoate  test  nor  the  characteristic  crystalline  pier  ate. 

There  is  little  danger  of  confusing  strychnin  with  the  principle 
of  colocynth  which  gives  the  purple  color  with  sulphuric  acid  and 
bichromate.  With  regard  to  the  alkaloids  of  hydrastis,  gelsemium, 
and  sanguinaria,  none  of  these  give  the  Vitali  reaction,  and  there  are  a 
number  of  well-defined  reactions  for  these  substances  which  have 
been  fully  described.  (With  ammonium  vanadate  berberin  gives  a 
red  soon  changing  to  plum  color,  and  gelsemium  a  magenta  changing 
to  blue  green.)  In  connection  with  the  alkaloids  of  gelsemium,  it 
might  be  noted  that  a  mixture  of  the  same  with  strychnin  would,  as 
far  as  the  tests  in  question  are  concerned,  give  practically  the  same 
reaction  as  a  mixture  of  atropin  and  strychnin,  and  as  gelsemium  has 
the  property  of  dilating  the  pupil  of  the  eye  the  physiological  tests 
would  not  serve  as  final  proof.     Recourse  must  be  had  again  to  other 
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distinctive  reactions  of  gelsemium  and  to  the  appearance  of  the  pre- 
cipitates under  the  microscope.  These  facts  are  of  importance  because 
combinations  of  belladonna  and  nux  vomica  and  of  gelsemium  and 
nux  vomica  are  on  the  market. 

The  purple  test  given  by  the  opium  alkaloids  could  hardly  be 
mistaken  for  that  given  by  strychnin,  as  the  color  is  very  lasting  in  the 
former  case.  Some  of  the  free  alkaloids  obtained  from  opium  were 
treated  with  sulphuric  acid  and  bichromate,  and  it  was  found  that 
narcein  and  papaverin  gave  a  purple  color,  while  no  similar  reaction 
was  obtained  with  thebain,  narcotin,  codein,  or  morphin. 


DETERMINATION    OF    MOLYBDIC    TRIOXID. 
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molybdenum  compound  with  ammonium  hydroxid,  evaporate,  and 
ignite  again  in  order  to  obtain  the  molybdic  trioxid  in  a  pure  condition. 
By  using  a  Gooch  crucible  these  complications  and  potential  sources 
of  error  are  eliminated.     The  procedure  is  as  follows : 

The  solution  containing  not  more  than  0.5  gram  (preferably  between  0.2  and  0.3 
gram  of  molybdic  trioxid)  is  placed  in  a  pressure  flask  or  a  thick-walled  Erlenmeyer 
flask  of  about  200  cc  capacity  and  acidified  with  5  cc  of  concentrated  hydrochloric 
acid.  A  freshly  prepared  aqueous  solution  of  thioacetic  acid  containing  0.75  cc  of 
the  pure  acid  for  each  0.1  gram  of  molybdenum  trioxid  is  then  added,  the  flask  securely 
stoppered,  the  mixture  digested  on  a  water  bath  for  from  forty  to  sixty  minutes,"  then 
cooled  somewhat,  filtered  through  a  tared  Gooch  crucible  covered  with  asbestos,  and 
thoroughly  washed  with  water  containing  about  2  per  cent  of  hydrochloric  acid.  The 
use  of  too  strong  a  vacuum  is  to  be  avoided.  The  particles  which  have  crept  up  the 
sides  of  the  crucible  are  washed  down  with  a  little  alcohol,  which  at  the  same  time 
replaces  the  water  and  facilitates  the  drying.  The  precipitate  is  dried  at  about  120° 
C.  in  the  crucible,  which  is  then  set  to  half  its  depth  in  a  close-fitting  hole  in  a  stout 
asbestos  board  and  heated  over  a  bunsen  flame.  The  crucible  is  covered  in  such  a 
way  as  to  permit  a  little  air  to  enter.  The  flame  of  the  burner  is  to  be  kept  very  low 
at  first  until  the  thioacetic  and  sulphurous  acids  have  disappeared,  then  it  is  gradually 
increased  until  the  submerged  part  of  the  crucible  shows  dull  redness  and  the  heating  is 
discontinued  when  the  originally  brown  precipitate  has  assumed  the  yellow  or  slightly 
grayish  color  of  molybdenum  trioxid.  The  crucible  is  weighed  after  cooling  in  a 
desiccator.    As  a  precaution  the  crucible  may  be  reheated  and  reweighed. 

Molybdic  trioxid,  as  is  well  known,  volatilizes  in  the  open  air  at  a 
bright  red  heat,  but  no  loss  need  be  apprehended  if  the  directions 
given  are  followed.  The  protruding  part  of  the  crucible  under  these 
conditions  remains  sufficiently  cool  to  condense  any  molybdic  trioxid 
which  might  be  vaporized.  For  the  purpose  of  hastening  the  oxida- 
tion the  cover  may  be  removed  after  the  volatile  gases  have  ceased  to 
come  off,  but  it  has  been  found  that  by  allowing  the  oxidation  to  take 
its  natural  course  a  more  uniform  product  is  obtained. 

The  following  figures,  obtained  on  ammonium  molybdate  whose 
composition  was  carefully  determined  in  various  ways,  show  the 
availability  of  the  method  which,  though  not  very  rapid  (requiring 
from  3  to  4  hours  for  a  determination)  has  the  advantage  of  giving 
reliable  results : 

Determinations  of  molybdic  trioxid  in  known  samples  by  proposed  method. 


Amount 
present. 

Amount 
found. 

DifEerence. 

Amount 
present. 

Amount 
found. 

DifEerence. 

Gram. 
0. 08156 
.2039 
.2039 
.2039 
.2039 

Gram. 
0.  0815 
.2040 
.2038 
.2043 
.2038 

Gram. 
-0. 00006 
+  .0001 

-  .0001 
+  .0004 

-  .0001 

Gram. 

0.  2039 
.4078 
.4078 
.4078 

Gram, 
b  0. 2005 

.4072 
.4063 
.4082 

Gram. 
-0. 0034 

-  .0006 

-  .0015 
+  .0004 

a  Thioacetic  acid  dissolves  in  water  to  tlie  extent  of  about  6  per  cent,  but  such  a  solution  deteriorates  very 
rapidly  and  after  standing  about  one  week  is  worthless.  It  is,  therefore,  necessary  to  work  with  a  freshly 
prepared  solution  only. 

b  Owing  to  insufficient  drying  and  the  prematmre  removal  of  the  crucible  cover  some  loss  by  decrepitation 
was  sustained. 
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On  account  of  the  cost  and  rather  unpleasant  odor  of  thioacetic 
acid  experiments  were  made  substituting  sodium  thiosulphate  f or  it, 
but  although  as  much  as  5  grams  of  the  latter  were  used  for  0.2  gram 
of  molybdic  trioxid  and  the  heating  under  pressure  was  considerably 
prolonged  the  results  were  disappointing,  the  weight  obtained  in  two 
instances  being  0.0815  and  0.0977  gram  instead  of  0.2039  gram. 
Somewhat  better,  though  by  no  means  accurate,  results  were  ob- 
tained when  yellow  ammonium  sulphid  was  employed. 


A  METHOD  FOR  TESTING  AMMONIUM  SALTS. 

By  B.  Herstein. 

While  titrating  acid  solutions  containing  both  formaldehyde  and 
ammonium  salts  serious  discrepancies  in  the  results  were  noticed,  and 
in  1909  an  extended  investigation  of  the  phenomena  was  begun.  It 
was  soon  found  that  formaldehyde  acts  upon  ammonium  salts  in  the 
same  way  as  it  does  upon  ammonium  hydroxid,  namely,  by  forming 
hexamethylentetramin.  It  was  also  found  that  in  the  presence  of  a  suf- 
ficient quantity  of  formaldehyde  the  ammonium  ion  is  liberated  from 
the  acid  with  which  it  has  been  combined,  and  the  latter  thus  becomes 
titratable  with  a  standard  solution  of  sodium  or  potassium  hydroxid, 
using  phenolphthalein  as  indicator. 

In  a  paper  entitled,  ^'Trennung  von  Amin-  und  Sauref unction  in 
Losungen  von  Aminsauren  mittelst  Formaldehyd,"  Schiff  "  reported 
the  same  reaction  and  later  based  thereon  a  method  for  determining 
formaldehyde.^  He  also  stated  that  this  reaction  may  be  utilized  in- 
versely,that  is,  for  determining  ammonium  salts  by  means  of  formalde- 
hyde, but  no  details  are  given.  A.  Ronchese  ^  studied  this  reaction  more 
carefully  and  recommends  it  as  a  method  for  determining  ammonia. 
He  uses,  however,  an  unnecessarily  large  excess  of  formaldehyde 
which  tends  seriously  to  impair  the  results.  In  view  of  the  fact  that 
ammonium  salts  play  a  very  important  part  in  every  chemical  labora- 
tory, an  easy  method  for  their  quantitative  determination  is  very 
desirable.  The  best  method  hitherto  available  was  to  add  an  excess 
of  standard  fixed  alkali,  heat  until  all  the  ammonia  is  expelled,  and  then 
titrate  back  the  excess  of  alkali  used  by  means  of  a  standardized  acid 
solution.  This  method  has  disadvantages,  chief  among  which  is  the 
time  required  to  drive  off  all  ammonia.  The  following  method 
requires  a  minimum  amount  of  time  and  yet  gives  satisfactory  results : 

A  weighed  quantity,  about  1  gram,  of  any  ammonium  salt  is  dis- 
solved in  approximately  50  cc  of  water,  3  or  4  cc  of  a  perfectly  neutral 
40  per  cent  solution  of  formaldehyde,  and  a  few  drops  of  phenolphtha- 
lein are  added,  and  titrated  with  a  standard  solution  of  a  fixed  alkali 
until  the  pink  color  remains  permanent  after  the  solution  has  been 
brought  to  boiling.  The  previous  neutralization  of  formaldehyde  is 
necessary,  because  it  almost  invariably  contains  some  formic  acid 

a  Liebig's  Annalen  der  chemie,  1901  :  319  :  76.  c  J.  cMm.  pharm.,  1907  (6)  25  :  611. 

b  Chem.  Ztg.,  1903, 27  (1) :  13 
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formed  by  spontaneous  oxidation;  of  the  many  iadicators  tried 
ph.enolpiithaleiQ  alone  gave  satisfactory  results. 

It  can  readily  be  seen  that  inasmuch  as  the  formaldehyde  ehmuiates 
the  ammonium  ion  as  a  factor  so  far  as  the  titration  is  concerned;  the 
result  obtained  will  always  express  the  total  acid  present,  either  free 
or  combined  with  ammonia.  In  the  absence  of  organic  acids  an 
additional  titration  without  formaldehyde,  using  methyl  orange  as 
indicator,  will  show  whether,  and  to  what  extent,  either  the  acid  or 
the  ammonia  is  in  excess. 

It  is  hardly  necessary  to  point  out  that  this  method  is  applicable 
not  only  to  relatively  pure  ammonium  salts,  but  also  to  many  mixtures 
containuig  such,  provided  they  do  not  contain  salts  of  metals  precip- 
itable  by  alkaline  hydroxids.  The  method  was  tested  on  the  follow- 
ing ammonium  salts  with  satisfactory  results:  Ammonium  chlorid, 
bromid,  iodid,  fiuorid,  sulphate,  acetate,  oxalate,  citrate,  thiocyanate, 
and  molybdate. 

The  method  was  also  tested  by  usiag  kno^^^I  quantities  of  standard- 
ized acids,  hydrochloric,  sulphuric,  nitric,  and  oxalic,  neutraliziag 
these  either  partly  or  completely,  with  an  excess  of  ammonium  hy- 
droxid  and  then  titrating  as  previously  described  in  the  presence  of 
sufficient  formaldehyde  and  a  few  drops  of  phenolphthalein  mth 
standard  sodium  hydroxid. 

In  the  well-founded  opinion  of  Schiff,  formaldehyde  in  reacting 
upon  ammonium  salts  forms  hexamethylentetramin  according  to  the 
following  equation: 

4NH4CI  +  6CH2O  =  4HC1  +  N  (CH^N  +  CH2)3  +  6  Hfi 

During  the  reaction,  especially  m  the  case  of  weaker  acids,  much 
heat  is  evolved,  and  the  avidity  of  the  formaldehyde  for  the  ammonium 
ion  is  so  great  that  an  aqueous  solution  of  ammonium  acetate,  for 
instance  (which  ordinarily  on  heating  gives  off  considerable  ammonia) 
on  boiling  with  formaldehyde  in  excess  loses  nearly  all  of  its  acetic 
acid,  hexamethylentetramin  remaining. 


CHARACTER  OF  SAMPLES  OF  BEESWAX  SUBMITTED  WITH 

BIDS. 

By  L.  F.  Kebler  and  F.  M.  Boyles 
INTRODUCTION. 

On  account  of  the  great  variation  in  price,  the  uncertainty  as  to 
the  quality  of  the  samples,  and  the  fact  that  if  an  award  was  made  on 
an  adulterated  sample  it  would  constitute  the  basis  of  purchase 
for  a  year,  the  departmental  general  supply  committee  referred  26 
samples  of  beeswax,  submitted  with  bids,  to  the  Bureau  of  Chemistry 
for  examination.  The  results  given  in  the  accompanying  table 
clearly  show  that  the  price  is  not  a  reliable  index  as  to  quality.  In 
fact,  the  sample  of  white  beeswax  for  which  the  highest  price  was 
asked,  namely,  60  cents  a  pound,  was  adulterated,  not  only  with 
parajQSn  but  with  stearic  acid  as  well.  The  prices  quoted  for  yellow 
beeswax  varied  over  100  per  cent,  from  18  to  38  cents  per  pound, 
and  for  white  beeswax  the  range  is  still  greater,  namely,  24  to  60 
cents,  yet  some  of  the  high-priced  as  well  as  some  of  the  low-priced 
products  were  adulterated.  Of  the  26  samples  examined,  53.8  per  cent 
were  adulterated.  The  more  common  adulterants  were  paraffin  and 
ceresin;  artificial  coloring  was  detected  in  only  one  case.  The  exami- 
nations were  made  by  the  following  methods : 

METHODS   OF   ANALYSIS. 

Spedjic  gravity. — Drop  the  melted  wax  by  means  of  a  stirring  rod  onto  a  moist, 
cool,  smooth  porcelain  surface  in  such  manner  as  to  obtain  globules  about  one-eighth 
of  an  inch  in  diameter;  allow  to  cool  for  from  2  to  24  hours,  then  place  in  a  suitable  glass 
cylinder  of  about  200  cc  capacity  and  add  a  cooled  mixture  of  alcohol  and  water 
having  about  the  specific  gravity  of  beeswax.  If  the  globules  sink,  add  water;  if  they 
rise  to  the  surface,  add  alcohol.  The  water  or  alcohol  is  added  with  repeated  agitation 
until  the  globules  float  indifferently  in  the  mixture  at  the  desired  temperature. 
The  specific  gravity  of  the  mixture  is  taken  at  this  point  with  a  pyknometer. 

Melting  temperature. — Thinly  coat  the  bulb  of.  a  thermometer  with  wax  and  allow 
it  to  stand  24  hours.  Place  the  bulb  of  the  thermometer  in  a  large  test  tube,  holding  it 
in  place  by  a  stopper  grooved  on  the  sides  so  as  to  allow  free  access  of  air.  Immerse 
the  test  tube  containing  the  thermometer  in  a  beaker  of  water  and  raise  the  tempera- 
ture very  gradually  (1  degree  in  from  two  to  three  minutes).  The  temperature  at 
which  a  transparent  drop  forms  on  the  end  of  the  thermometer  bulb  is  taken  as  the 
melting  point. 

Acid,  ether,  and  saponification  numbers. — Place  5  grams  of  the  wax  in  a  200  cc  Erlen- 
meyer  flask  with  about  25  cc  neutral  alcohol  and  heat  on  the  water  bath  until  the 
mixture  is  entirely  melted.  Then  add  1  cc  of  phenolphthalein  solution  and  titrate 
the  free  acid  quickly  with  seminormal  alcoholic  potash.     Add  50  cc  more  of  the 
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seminormal  alcoholic  potash  and  heat  the  mixture  for  at  least  three  hours  over  a  direct 
flame  with  a  reflux  condenser.  The  excess  of  potassium  hydroxid  is  determined  with 
seminormal  hydrochloric  acid,     A  blank  with  the  alcoholic  potash  should  be  run. 

Stearic  acid. — Boil  1  gram  of  the  wax  for  several  minutes  with  15  cc  of  80  per  cent 
alcohol,  allow  to  cool  to  between  18°  and  20°  C,  filter  into  a  200  cc  cylinder,  and  dilute 
filtrate  with  water  to  about  200  cc.  If  stearic  acid  is  present,  it  separates  into  flakes 
and  collects  at  the  surface.  The  test  is  sensitive  to  1  per  cent.  If  from  7  to  8  per  cent 
are  present,  a  thick,  creamy  mixture  results. 

Resin. — Method  I:  Keep  at  the  boiling  point  for  about  one  minute  a  mixture  of  5 
grams  of  the  wax  and  20  to  25  cc  of  nitric  acid  (specific  gravity,  1.32  to  1.33),  dilute  with 
an  equal  volume  of  water  and  render  slightly  alkaline  with  ammonium  hydroxid. 
The  solution  decanted  from  the  separated  wax  in  the  absence  of  resin  is  of  a  yellowish 
color,  while  its  presence  produces  a  more  or  less  intense  reddish-brown  coloration. 

Method  II:  Heat  1  gram  of  wax  for  a  few  minutes  with  25  cc  of  50  per  cent  alcohol 
(alcohol  of  this  strength  will  not  extract  stearic  acid  if  present);  cool  and  filter;  evapo- 
rate the  filtrate  to  dryness  on  a  water  bath  and  add  5  cc  acetic  anhydrid.  Heat  to 
boiling,  cool,  and  then  carefully  allow  sulphuric  acid  (specific  gravity,  1.53),  to  flow 
into  the  solution.  The  presence  of  the  minutest  quantity  of  resin  will  develop  a  fine 
violet  (fugitive)  color. 

Detection  and  estimation  of  paraffin. — The  following  method  is  the  only  one  by  which 
paraffin  can  be  detected  with  certainty:  Melt  from  2  to  5  grams  of  the  wax  in  a  porce- 
lain dish,  then  add  an  equal  weight  of  finely  powdered  potassium  hydroxid,  continue 
heating  for  a  few  moments  with  thorough  stirring.  Cool  and  powder  the  hard  mass, 
and  mix  the  resulting  powder  with  three  times  as  much  potash  lime  as  wax  used, 
then  introduce  this  mixture  into  a  thick-walled  tube,  immerse  in  an  oil  bath,  and 
heat  to  about  250°  C.  for  from  three  to  four  hours.  After  cooling,  finally  powder  the 
tube  with  its  contents,  place  the  mass  in  a  Soxhlet  apparatus,  and  extract  with  petro- 
leum ether  for  several  hours.  The  petroleum  ether  is  evaporated  and  the  residue 
dried  at  110°  C.  and  weighed.  By  this  treatment  the  esters  are  converted  into 
alcohols,  and  these  alcohols  on  heating  with  potash  lime  are  in  turn  converted  into 
their  respective  acids,  while  the  hydrocarbons  present  are  not  affected  and  are 
extracted  with  petroleum  ether.  Pure  beeswax  contains  naturally  from  12.5  to  14 
per  cent  of  hydrocarbons,  and  any  adulteration  with  paraffin  or  allied  bodies  will 
increase  this  percentage. 

The  Henriques "  cold  saponiilcation  method. — This  method  was 
found  very  satisfactory.  The  wax  is  dissolved  in  high-boihng-point 
(100°  to  150°  C.)  petroleum  ethep,  alcohoUc  potassium  hydroxid  is 
added  in  excess,  and  the  whole,  after  being  warmed  on  the  water 
bath,  is  allowed  to  stand  twenty-four  hours,  when  the  excess  of 
potassium  hydroxid  is  titrated  with  seminormal  hydrochloric  acid, 
phenolphthalein  being  used  as  indicator. 

The  methods  of  the  United  States  Pharmacopoeia  for  testing  bees- 
wax are  on  the  whole  unsatisfactory.  The  carbonization  of  wax  with 
sulphuric  acid  for  detecting  paraffin  is  unwieldy,  disagreeable,  and 
unreliable.  Small  amounts  of  paraffin  can  not  be  detected  with  any 
degree  of  certainty  by  this  method.  Again,  the  method  for  saponi- 
fying beeswax  by  heating  on  the  water  bath  for  one-half  hour  with 
alcoholic  potassium  hydroxid  is  uncertain. 

aZts.  angew.  Chem.,  1895,  81:  ?21 ;  (Abst.)  Analyst,  1896,  21:  192. 
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In  the  following  table  are  given  the  results  of  the  tests  made  to 
determine  the  quality  of  the  samples  of  beeswax,  together  with  the 
prices  quoted  for  the  same: 

Results  of  the  examination  of  26  samples  of  commercial  beeswax  submitted  with  bids. 


Ratio 

Number 
and 
color. 

Price 
quoted. 

Melt- 
ing 
point. 

Spe- 
cific 
gravity 
at25°C. 

Acid 
num- 
ber. 

Ether 
num- 
ber. 

Saponi- 
fication 
num- 
ber. 

of  acid 

number 

to  ether 

nima- 

ber. 

Adulterants. 

Yellow: 

Cents. 

"C. 

1.... 

35.67 

63.0 

0.9588 

20.40 

69.40 

89.80 

3.40 

Absent. 

2..-. 

34.75 

63.5 

.9562 

18.94 

72.74 

91.68 

3.84 

Do. 

3.-.. 

35.00 

56.0 

.9237 

7.09 

26.98 

34.07 

3.80 

Parafiin. 

4 

33.25 

63.0 

.9623 

20.40 

71.46 

91.86 

3.50 

Absent. 

5.... 

31.50 

58.0 

.9198 

5.55 

20.90 

26.45 

3.76 

Paraffin  and  artificial  color. 

6...- 

30.00 

55.0 

.9286 

28.21 

18.16 

46.37 

.64 

Paraffin  and  stearic  acid. 

7.... 

32.00 

70.0 

.9832 

34.20 

86.44 

120. 64 

2.52 

Resin. 

8.... 

25.00 

57.0 

.9284 

7.25 

31.60 

38.85 

4.03 

Paraffin. 

9.--. 

18.00 

54.0 

.9127 

3.38 

39.30 

42.68 

11.60 

Do. 

10.... 

34.24 

63.0 

.9564 

17.65 

73.18 

90.83 

4.14 

Absent. 

11.... 

34.24 

63.0 

.9599 

18.21 

74.91 

93.12 

4.11 

Do. 

12. . . . 

43.00 

66.5 

.9389 

10.47 

44.30 

54.77 

4.23 

Ceresin. 

13.... 

21.00 

56.0 

.9144 

4.83 

15.71 

19.54 

3.24 

Paraffin. 

14.... 

34.24 

63.0 

.9595 

17.05 

73.60 

91.25 

4.16 

Absent. 

15.... 

34.20 

63.0 

.9529 

18.53 

76.53 

95.06 

4.13 

Do. 

16.... 

32.00 

63.5 

.9609 

18.37 

73.30 

91.67 

3.99 

Do. 

17.... 

34.50 

62.5 

.9529 

17.33 

73.30 

90.63 

4.22 

Do. 

18.... 

28.00 

52.5 

.9126 

3.62 

11.42 

15.04 

3.15 

Paraffin. 

19.... 

38.00 

64.0 

.9483 

12. 48 

62.04 

74.52 

4.97 

Ceresin. 

20. . . . 

24.00 

52.5 

.9132 

4.03 

12.43 

16.46 

3.08 

Paraffin. 

21.... 

45.00 

62.5 

.9583 

18.00 

72.74 

90.74 

4.04 

Absent. 

White: 

22.... 

45.00 

63.0 

.9603 

17.83 

74.52 

92.35 

4.17 

Do. 

23.... 

48.00 

62.0 

.9526 

15.44 

61.40 

76.84 

3.98 

Ceresin. 

24.... 

60.00 

55.0 

.9295 

55.22 

11.42 

66.64 

.21 

Paraffin  and  stearic  acid. 

25.... 

24.00 

56.0 

.9124 

4.43 

12.43 

16.86 

2.80 

Paraffin. 

26.... 

46.00 

63.0 

.9632 

20.90 

73.02 

93.92 

3.49 

Absent. 

o 


